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1864 Small motto, unc., red $40.00; very fine $25.00 

1864 Large motto, proof 15.00; unc. 1.00; very fine 25 

1865 Proof 15.00; imc. 1.00; very fine 25 

1866 Proof 15.00; unc. 5.00; very fine 2.50 

1867 Proof 10.00; unc. 5.00; very One 2.50 

1868 Proof 10.00; unc. 5.00; very fine 2.50 

1869 Proof 10.00; unc. 5.00; very fine 2.50 

1870 Proof 12.50; unc. 7.50; very fine 4.50 

1871 Proof 15.00; unc. 8.50; very fine 5.00 

1872 Proof 17.50; very fine 10.00 

1878 Proof 45.00 


5 CENTS, NICKEL 
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Uncirculated $12.50 

Rays, uncirculated 25.00 

No rays, proof 10.00; uncirculated 6.00 

Proof 10.00; uncirculated 6.00 

Proof 10.00; uncirculated 5.00 

Proof 10.00; uncirculated 6.00 

76.00 

Proof 10.00; uncirculated 7.60 

Proof 10.00 

Uncirculated 10.00 

Proof 80.00 

Proof 10.00; uncirculated 7.50 

85.00 

Proof 25.00 

Proof 7JS0 

Proof 12.60 

Proof 7^0 

Proof 4.50 

Shield type, unc 2.50 

No CENTS, proof 3.50; uncirculated 50 

CENTS, proof 7,50 

Proof 10.00 

Proof 10.00 

Proof 8.00 

Proof 4,00 

Proof 5.00 

Proof 4.00 

Proof 5.00 

Proof 4.00 

Proof 4.00 

Uncirculated 3.00 

Proof 5,00 

Proof . . 7,50 

Some later dates but not all available. Send list. 
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ZACATECAS COMMEMORATIVE MEDAL 

By Dr. \. F. Fradrau 

The IV centennary of the founding of the city of Zacatecas. Mexico, was 
observed on September 8, 1946, and the state government caused a silver 
medal to be struck at the Mexico City mint. 

It measures 37 millimeters in diameter and is 2 millimeters thick. The 
edge is plain. 



The obverse bears the armored bust of Tolosa, head uncovered, facing left, 
and his full name JUAN DE TOLOSA in very small letters at the base. The 
marginal inscription reads: IV CENTENARIO DE LA FUNDACION DE 
ZACATECAS MEXICO The mint mark, a tiny M is to the left of the 
chest. 

The reverse presents a mine shaft which, for symbolic reasons, is divided 
by a notched log. The left half represents the primitive way in which mining 
was done and is occupied by two barefoot miners attired only in loin cloths 
and hats; the one on the left holds a sledge hammer in readiness to strike the 
wedge or punch held by the one on the right, who has knee on ground and is 
sitting on his heels. The right half shows a miner naked to the waist, shod, 
with helmet and lamp, using a compressed air drill typical of present-day 
mining facilities. 

To D. Pedro Almendez Chirinos goes the credit for having been the first 
Spaniard to visit Zacatecas the early part of 1531, but he and his soldiers 
were so overcome by the poverty of the aborigines that after three days' 
visit, they hastened their departure westward. It was not until after the 
Mixton War (1541), through information obtained from prisoners taken, 
that the governor of Nueva Galicia (Lalisco of present day Mexico) learned 
of the mineral wealth of the territory occupied by the Zacatecas Indians. 
An expeditionary force was organized and placed under the command of 
Juan de Tolosa; it left Guadalajara during the month of August 1546, and 
arrived at what is now the city of Zacatecas the 8th of September following. 


Entered as Second Class Matter at the Federalsburg, Md., Post Office under the Act of March 8, 1870. 
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CONTINENTAL CURRENCY 


By LEWIS M. REAGAN, General Secretary A. N. A. 

(This sjTioptic article on Continental Currency by Mr. Reagan is being 
reprinted on the occasion of National Coin Week, March 23-29.) 

The bills of credit issued by the Continental Congress during the Revolu- 
tion are so familiar to numismatists, and so much has already been published 
about them in numismatic literature, that another effort on this subject 
seems hardly necessary. However, it may be well to turn back the pages 
of history and review the means that were used to acquire the liberty and 
freedom which we now are so determined to safeguard. 

These notes, printed from copper plates, on paper of excellent quality made 
entirely from Irish linen with particles of isinglass to give it strength, were 
probably specimens of the highest stage of perfection which the art of en- 
graving had attained at that time in America. The paper was all manufac- 
tured in a paper mill in Chester County, Pennsylvania. This mill, estab- 
lished in 1729, not only made the linen paper for the Continental Currency 
but also much of that used in the Colonial issues of the various States, and 
later manufactured some of the paper used by the Government for its bonds 
and paper money. 

The bills range in value from one-sixth of a dollar to eighty dollars, are 
of three varieties as to size, two as to color, and twenty as to devices. 

As to size: The first variety comprises all notes of the issues of May, 1775 
(except that of $20), and all of the subsequent issues except the fractional 
parts of a dollar bearing the date of February, 177 6. The average size is 3.7 
inches by 2.5 inches. The second variety is that of the fractional parts of a 
dollar of February, 1776. These are approximately the same size as the first 
variety, but are printed with the lines running parallel to the short dimen- 
sion. The third variety is embraced in a single specimen, the $20 note of 
May, 1775. It is 5.05 inches long and 2.4 inches wide. The note is a very 
peculiar one, being entirely different from all other issues of the Continental 
Congress, and is the rarest of all of the issues except those of the higher 
denominations dated from Yorktown, April, 1778. There is no record of 
the reason for this strange deviation from the standard design. 

The next chief subdivision is with regard to color. All are printed in 
black ink alone, except the $20 note of May, 1775, and the whole of the issue 
of January, 1779. The $20 note of May, 1775, has the left edge marbled, 
the rest of the note being printed in black. The issue of 1779 have, on the 
left side of the note, a broad line in red ink, and on the device is a stamp of 
red ink either in the form of a rectangle or a parallelogram, and occasionally 
of other shapes. 

All issues before and including that of February, 1777, bear the words 
“United Colonies”; on the issues of May, 1777, and all subsequent, are found 
the words “United States.” 

The third subdivision is with respect to the devices on the notes. These 
as to the obverse are of twenty different varieties. This classification, with 
illustrations of the vignettes used, is described completely in the Standard 
Catalog of United States Currency, by Wayte Raymond, and in other readily 
available sources, and will not be included here. 

It is interesting to note that each of these devices includes a motto, and 
all are in Latin with the one exception of that on the $40 note. This vignette 
is the familiar blazing altar surrounded by 13 stars in rays; above, the all- 
seeing eye; motto, “Confederation.” 

There were eleven issues, as follows: Philadelphia, May 10, 1775; Phila- 
delphia, November 29, 1775; Philadelphia, February 17, 1776; Philadelphia, 
May 9, 1776; Philadelphia, July 22, 1776; Philadelphia, November 2, 1776; 
Baltimore , February 26, 1777; Philadelphia, May 20, 1777; Yorktown, April 
11, 1778; Philadelphia, September 26, 1778; and January 14, 1779. 

The notes were issued in the following denominations: One-sixth of a 
dollar, one-third of a dollar, one-half a dollar, two-thirds of a dollar, $1, $2, 
$3, $4, $5, $6, $7, $8, $20, $30, $35, $40, $45, $50, $55, $60, $65, $70, $80. 
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The following denominations are peculiar to the issue dated January, 1779: 
$35, $45, $55, $65, $70, $80. 

It may seem strange that some of these odd denominations should have 
been issued. A plausible answer lies in the fact that most people in those 
times were accustomed to the British money system, and most commodities, 
especially those imported, were priced in shillings and pence, and the new 
money had to be in denominations easily converted. The usual rate of ex- 
change was 4 shillings and 6 pence to the dollar, and the fractions of one- 
sixth of a dollar and one-third of a dollar were particularly convenient, being 
the equivalent of 9 pence and 18 pence, respectively. Also, with not very 
much small change in circulation, it was often important to be able to pay 
the exact amount of a purchase without expecting change. The usual wages 
for farm labor in those days was $6, $7 and $8 per month (with keep), 
also the standard army pay, which doubtless accounts for the popularity 
of the notes of those denominations. Horses, cows, and other live stock 
were usually priced at $20, $30 and upwards, in multiples of $10. With 
flour at 9 pence per pound, calico at 9 pence per yard, pork at 9 pence per 
pound, rum at 3 pence per glass (three drinks for one-sixth of a dollar), 
these odd denominations will be seen to have had a very deflnite usefulness. 
The colonial notes issued by the States often had similar denominations, and 
in some cases, an even greater variety of fractional parts of a dollar. 

During the first year Congress authorized the issuance of six million dol- 
lars’ worth of notes, and in 177 6 nineteen million dollars w’orth were author- 
ized. By 1780, over 250 million dollars worth had been issued. In addition, 
there was a tremendous amount of counterfeiting, encouraged partly by 
the British officials and sympathizers, so that in time the notes were “not 
worth a continental." Few, if any, were ever redeemed by the Government, 
the principal reason for the repudiation being given that there were too 
many counterfeits in circulation and that it w'as impossible, or impracticable, 
to attempt to distinguish the good from the bad. (The real reason was that 
the Government didn’t have the money.) 

To those who collect paper money with a special interest in signature 
combinations, a rich field presents itself in these Continental issues. All 
issues were signed by hand; these of denominations of less than $1 had one 
signature, and those of $1 or more had two signatures. Where two signa- 
tures appeared on a note, one was usually in black ink, the other in red. 

The original intention was to have the notes signed by members of the 
Congress, and some of those issued in 1775 were put out in that way, but 
this plan soon proved to be impracticable. The oflSce of “Signer of the Cur- 
rency" was created and sixty persons, mostly members of the leading families 
of Philadelphia, were employed to sign the notes. In 1779 there were 14 
issues, totaling $140,000,000, so that the job became too great for these 
60 signers and a larger clerical force had to be employed. The names of 
the original 60 have been preserved (in the Journal of the Continental Con- 
gress of March 9, 1776) and are as follows: 


James Ash, 
Cornelius Barnes, 
Phineas Bond, 
Benjamin Brannan, 
Joseph Bullock, 
Georg-e Campbell, 
Alathew Clarkson, 
Daniel Clymer, 
William Coates, 
Thomas Coombe, 
George Douglas, 
David Duncan, 

Joel Evans, 

Robert Evans, 
Nicholas Garrison, 
George Gray, Jr., 
Isaac Hazelhurst, 
Robert Hazelhurst, 
Josiah Hew'es, 
Samuel Hillegas, 


John Howard, 
Isaac Howell, 
Adam Hubley, 
Benjamin Jacobs, 
James Johnson, 
John Kaighn, 
Phillip Kinsey, 
Frederick Kuhl, 
Thomas Leech, 
Alordecai Lewis, 
Samuel Massey, 
William Masters, 
John Mease, 
James Milligan, 
Anthony Alorris, 
Samuel Morris, 
Samuel C. Alorris, 
Thomas Alorris, 
John Ord, 

Joseph Parker, 


Isaac Pearson, 

John Purviance, 
Joseph Rebman, 
Robert Roberts 
John Salter, 

John Sellers, 
Nathan Sellers, 
Samuel Sellers, 
John Shaw, Jr., 
Walter Shee, 
Jonathan B. Smith, 
Thomas Smith, 
Peter Stretch, 
Tench Tilghman, 
Robert Tuckniss, 
Andrew Tybout, 
Joseph Watkins, 
William Webb, 
Israel' Wheelan, 
John Williams. 
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It has been reported that a few enterprising individuals were going about 
the country a few years ago buying up notes bearing signatures of certain 
signers in the above list and then selling them to family descendants for 
autograph value. 

Not included in the above list are the following names of signers who 
signed notes before the Congress established the list of “sixty”: 


Thomas Barclay, 
Thomas Bartow, Jr., 
John Bayard, 
Andrew Bunner, 
William Craig, 

Judah Foulke, 


William Jackson, 
Kobort Strettle Jone.s. 
Thomas Lawrence, 
Ellis Lewis, 

Samuel Meredith, 


George Mifflin, 

Luke Morris, 

John Maxwell Nesbit, 
James Reed, 

Joseph Sims. 


The compensation for the signers was first set at one and one-third cents 
for each ten signatures, and was later changed to a flat rate of $2 per day. 

The paper money issued by the Continental Congress was not popular. 
In spite of laws of increasing severity to force its circulation and acceptance 
it rapidly depreciated in value and this country was faced with its first paper 
money inflation. By 1780 it required at least $40 in paper to buy $1 in 
goods, and later prices became so high that the money became virtually 
worthless. In the last days of its circulation it has been said that a suit of 
clothes would require $2000, tea was $90 a pound, and flour was $1575 per 
barrel. A similar situation with regard to currency existed again with the 
Confederate issues toward the end of the Civil War, and in modern times 
with the post-war inflation in Germany and Russia. 

These interesting little pieces of paper did serve a useful purpose. Not 
only did they furnish a necessary means of financing our first war and as a 
convenient medium of exchange before their inflation, and when there was 
no other, but they pointed out the way for later and more extensive issues 
of paper money, backed by the promise of pay on the part of a government, 
which have become so necessary in a world of governments which must al- 
ways live beyond their means. In addition, for numismatists they have a 
special interest and a well deserved place in our catalogs, our cabinets, and 
our hearts. 


SILVER MEDAL OF MR. AND MRS. GHANDI 



The Tatham Stamp & Coin Company recently acquired an unusual medal 
which we are indeed pleased to illustrate. It is in silver and about the size 
of a half dollar. Aside from the fact that it was obtained in India by an 
•official of the United States Government, no information could be given. 

Mr. Macintosh says the portraits are those of Mahatma Ghandi and his 
wife. He would be interested in learning if other specimens have come to 
the attention of collectors. 
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THE DECIMAL COINAGE OF CANADA 
AND NEWFOUNDLAND 


By F. BOWMAN, A. N. A. 8473, Montreal 


After the British occupation, the colonies of Upper and Lower Canada 
(now Ontario and Quebec) were politically separate, with the currency 
in both colonies nominally that of England, althoug:h in Lower Canada 
many French coins continued to circulate. Owing to the extreme scar- 
city of English coins, trade was carried on largely by means of the gold 
and silver coins of the United States, France, Portugal, Spain, and 
Mexico at rates of exchange fixed by Parliament. In 1841 the two colo- 
nies united as The Province of Canada. Copper coins were nominally 
the English pence and half pence but owing to their scarcity, a large 
number of privately issued tokens of many types circulated throughout 
the colony. 

In 1851 an act was passed (14 & 15 Viet. Chap. 47) requiring, as soon 
as conveniently practicable, public accounts to be kept in dollars, cents, 
and iiiills ami authorizing coins rej^resenting the dollar or its multiples 
or divisions to be struck and be legal tender. In 1857 an act was passed 
(20 A ict. Chap. 18) requiring all government accounts to be kept in 
dollars and cents. Steps were immediately taken to provide a silver 
and copper currency of twenty, ten, five and one cent denominations, 
which were put into circulation the following year. 

Nova Scotia or Acadia, as it was originally called, was first settled 
hy French colonists. It was alternately French and British at intervals 
until 1713 when it was finally ceded to Great Britain by the Treaty of 
Utrecht. Tlie currency was that of England, but, like the other provinces, 
the scarcity of coins led to the use of the currency of other countries, 
especially the Spanish milled dollar or piece of eight reales. In 1859 
an act was passed (22 Viet. Chap. 24) requiring public accounts to be 
kept in dollars and cents with an optional second column for pounds, 
shillings and pence. In 1860 an act was passed (23 Viet. Chap. 3) 
setting the rates of exchange in dollars and cents for foreign coins legal 
tender in the colony. 

New Brunswick, ceded to Great Britain in 1763, formed part of the 
Colony of Nova Scotia until 1785 when it was established as a separate 
colony. In 1852 an act was passed (15 Viet. Chap. 85) permitting ac- 
counts to be in dollars and cents although the unit of account was fixed 
as the pound currency. In 1860 an act was passed (23 Viet. Chap. 48) 
requiring accounts to be kept in dollars and cents, but permitting a 
second column for sterling values. This act authorized the issue of 
silver and copper coins. 

Prince Edward Island, after its capture in 1758, formed part of Nova 
Scotia until 1770, when it was constituted a separate colony. In 1871 
an act was passed (34 Viet. Chap. 5) assimilating the currency of the 
Island to that of the Dominion of Canada. 

In 1867, by the British North America Act, the Provinces of Canada, 
New Brunswick, and Nova Scotia combined to form the Dominion of 
Canada. Prince Edward Island entered the Confederation in 1873. 
As soon as a sufficient quantity of the new coinage was in general 
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THE COPPER CURRENCY. 


This has long been in such an 

unsatisfactory condition that a general desire for the 8uh- 
stitution ol cents for coppers was felt, and the Finance 
Minister, to meet this public requirement, has, by circu- 
lar, authorized all Government Departments and Officers 
to receive the legally authorized coj^pers, sous and half- 
pence as cents, and pence as two cents, and has requested 
all bankers, merchants and others to do the same. All 
other coppers are illegal. 

The following are fac-similes of the most 

widely-circulated coppei’s which are now to pass for cents ; 
and all are requested to aid a reform so advantageous to 
the country as the substitution of the decimal cuiTency 
throughout : — 



TWO CENTS. ONE CENT. ONE CENT. ONE CENT. TWO CENTS. 

The above cuts show the Bank tokens 

which will be current as cents after the first day of October, 
1870. To these are to be added a few old Sous of the Bank 
ofMontrealandLa Ban<[ue du Peuplc. Canadian and New 
Brunswick cents, and British half-pennies will continue 
current as cents, that being their legal value. 

Montreal, October 1st. 1870. witnk.'js i*uint. Montreal. 


circulation, a letter was addressed to the banks and boards of trade, 
as well as a notice posted in public buildings, authorizing the old legally 
struck coppers, sous and half pence to be accepted as cents and the 
pence as two cents. In 1876 the old copper coins still in circulation 
were withdrawn and destroyed. 

Newfoundland, the oldest British colony in the Western Hemisphere, 
was discovered by John Cabot in 1497 and has ever since been claimed 
by Great Britain, although at different times this was contested by 
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TWO cnrrs. omb cbbt. obk cbst. obe cbjct. two cbbt*. 


Tbc nboTe cnls show ilie Bank tokens which will be current as ccnts afler the first daj of October, 1870. 
To these are to be added a few old Sous of La Bauque du Peuple. Canadian and New Brunswick cents, and 
British half-pennies will continue current as cents, that being their legal Talue. 

Helow it the cirrular of the Hon. the Finance Minister . 


Ottawa, 9th September, 1870. 

Sir, 

The GoTcmment has had under its consideration for some time back, the great incon- 
venience felt by the public owing to the state of the Copper Currency. While the Public Accounts 
are kept in dollars and cents, and all duties of Customs, Excise and Stamps are collected in that cur- 
rency, a great portion of the Copper Coins in circulation are Bank Tokens, issued under the autliority 
of law, but not a legal tender, and passing generally current as pennies and halfpennies of the old 
currency. It was deemed expedient to delay taking action regarding the Copper Currency until after 
the receipt of a suflBcient quantity of the new Canadian silver coins of 10 and 5 cents. That supply 
having been obtained, it has been decided by the Government, pending the action of Parliament, to 
authorize the various Receivers of the Public Revenues to take the Copper Tokens of the various 
Chartered Banks issued under the authority of law, at one and two cents respectively, in sums not 
exceeding 25 cents ; and I have to express the hope that the Chartered Banks, and several Boards of 
Trade, and the Mercantile Community generally will co operate with the Government in their endeavor 
to secure a uniform Copper Currency. I may observe that other copper coins are in general currency, 
the circulation of which is forbidden by law under penalties. With these coins it is impossible to 
deal without the authority of Parliament, and it is not probable that even if they should be called m 
at the public expense, they would be paid for at more than J or ^ cent each. The Government can- 
not authorize the reception of these coins at any rate, and the propriety of issuing a proclamation, 
warning the public of their illegality, has been under consideration. It has, however, been deemed 
expedient to await the action of Parliament on the subject, and I venture to suggest, either that these 
base coins should be refused altogether, or received only at fractional parts of a cent. I avail myself 
of this opportunity to request the co-operation of the banks and the public in withdrawing from circu- 
lation the 20 cent silver coins, all of which the Government are prepared to redeem, it having been 
ascertained that the 25 cent coin is more convenient for the publio. 

I am. Sir, 

Your most Obdt. Servt, 

F. HINCKS, 

Minister of Finance, 


France, without success. By 1860 the Spanish dollar had ceased to cir- 
culate, the currency consisting of English and American gold and silver 
coins and local copper tokens. In 1863 the Colonial Act of Great Britain 
(26 Viet. Chap. 18) afterwards embodied in the Consolidated Statutes 
of Newfoundland 1872 (Chap. 92) authorized the striking of gold, silver 
and copper coins representing dollars and cents. 
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NUMBERS OF PIECES STRUCIv 

The figures shown in the accompanjung tables have been taken, as far 
as possible, from the annual reports of the Royal Mint from 1870 to 
date and of the Royal Canadian Mint from the first issue in 1935 to date. 

The information given in the various mint reports must be considered 
the only official and reliable data on the subject, but the writer has 
found that in a number of cases the figures given in the mint reports 
do not correspond with similar data shown in subsequent reports. In 
all cases of uncertainty the conflicting data has been noted and the 
reason for adopting the particular figures explained. 

The figures given in the annual reports of the Royal Mint from 1870 
to 1907 show the number of good coins struck. After the opening of 
the Canadian branch of the Royal Mint at Ottawa in 1908, the reports 
of the Royal JVIint show the number of pieces struck as well as the per- 
centage of good coins of the total number executed. This seemed to 
indicate that this percentage of the total number should represent the 
correct number of good coins. On consulting an officer of the Royal 
Canadian Mint, however, the writer was assured that the number of 
coins shown in the report as being struck had already been diminished 
by the rejects and that the percentage shown was of interest only to the 
mint officials as a measure of the efficiency of their operations. An ex- 
ception to the above was the year 1927 wjien the report shows the actual 
number of good coins struck. The procedure of reporting was varied, 
apparently, for this particular year. 

The numbers shown in the tables are not necessarily the numbers is- 
sued during the various years as in many cases coins are carried over 
and issued during the following year or even later. 

Worn and mutilated coins are periodically returned to the mint to be 
remelted and the metal used for subsequent strikings. We think it is 
safe to assume, however, that the number of coins which are worn to 
such a condition as to cause them to be returned to the mint for remelt- 
ing is in sufficiently close proportion to the number of pieces put into 
circulation that the figures shown in the tables are a fair measure of the 
comparative rarity of the different issues. 

This does not apply to the New Brunswick half cent piece of 1861, the 
Canada five cent piece of 1921 nor the Canada fifty cent piece of 1921, the 
reasons for which are explained on a later page. 

PROVINCE OF CANADA 

The mint report for 1891 shows 10,000,000 one cent pieces for 1858. 
No reference was made to the one cent pieces of 1859 but these are much 
more in evidence than those dated 1858. Mr. McLachlan had some cor- 
respondence with the Royal Mint on the subject, as a result of which 
he assigned one million to 1858 and nine million to 1859. An article 
in the Antiquarian of 1882-3 explains this discrepancy as well as the 
large number of 1859 cents over-struck on those of 1858, as follows: — 
‘‘The order was received from the Canadian Government late in the 
year 1858 and it was in November, or even as late as December, before 
the work of striking the cents was begun. The order, which seems very 
large for the population of less than a million and a half, then living 
in Old Canada, was for 10,000,000 and could not therefore be completed 
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in so short a time. It, in fact the bulk of it, had to be completed in 
1859, and as it is customary in the Royal Mint to call in from the coining 
room on the 31st of December, all dies issued during the year, the dies 
for the Canadian coinage were returned with the others." To prevent 
delay in the work of coining, new dies with the new year's date are 
always ready for placing in the presses on the 2nd of January, but by 
some neglect new dies for the cents had not been prepared. The old 
dies used in 1858 were therefore hastily altered that there might be no 
delay, and made to do duty until the new 1859 dies could be got ready." 

The Royal Mint Report of 1911, page 170, states that 9,579,000 one 
cent pieces were coined for 1859 and accepting the total figure of 
10,000,000 as correct, we get 421.000 coined for 1858. 

The design of the obverse of the bronze one cent piece was originally 
executed for an English coinage but was rejected owing to the existence 
of the inner beaded circle. The complete obverse of the coin was copied 
from the bronze coinage of the Plmperor Napoleon III of France. 
(Christmas) 

NOVA SCOTIA 

The obverse of the cent and half cent coins are similar to the English 
halfpenny and farthing of 1860 to 1895, while the reverse contains a 
wreath of Mayflowers and roses intertwined. The roses of course indi- 
cate the attachment to the mother country while the Mayflower, first 
used in a cluster on the pence and halfpence of 1856, were emblematic 
of Nova Scotia. The incidents leading to the adoption of the ^Mayflower 
as a provincial emblem, instead of the thistle which had heretofore been 
used, are interesting. An energetic society, with branches throughout 
the colony, had for some years been attempting to spread a purer spirit 
of patriotism among the people. At a meeting in Halifax in 1855 a 
provincial flag and other emblems, calculated to instil a greater love of 
country, were either suggested or adopted. Paramount among the em- 
blems was the ^Mayflower (epigea repens, known also as the trailing 
arbutus or ground laurel), so abundant in the forests of Nova Scotia. 
It was made the theme of the orator, talked about in the streets, illus- 
trated and paragraphed in the newspapers, and, to the exclusion of all 
other flowers, worn in buttonholes, until it became known and loved in 
every to^yn and hamlet throughout the colony. The moving spirit in 
this patriotic propaganda was John S. Thomp.son, father of Sir John 
Thompson. (McLachlan) 

NEW BRUNSWICK 

The coinage consisted of twenty, ten, five and one cent pieces. No 
half cent coins were ordered but through an oversight at the mint, dies 
for this denomination were prepared and coins struck. A number of 
them, possibly several hundred at most, arrived at Halifax with the 
half cent issue for Nova Scotia which they resemble. Information re- 
garding the number of these half cents struck by the mint has been lack- 
ing owing to an error in a table of issues first appearing in the Royal 
Mint report of 1911. In this publication, appendix G page 170 shows 
that from records recently discovered, half cent pieces were struck for 
Canada in 1860 to the value of $1,114. This item appears in subsequent 
mint reports up to and including the issue of 1936 and has puzzled 
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numismatists for many years, as no half cent coins for Canada are 
known. The same table, appearing in the report of the Eoyal Canadian 
Mint for 1937, however, has been altered and now shows this item as 
applying to New Brunswick. On making inquiries at the Royal Cana- 
dian Mint regarding this change, the writer was advised by an officer 
of the mint that a communication received from the Royal Mint in 1936 
stated that these coins were struck for New Brunswick and not for 
Canada. We have therefore taken the figure of 222,800 as the number 
struck, none of which, however, was officially put into circulation. 

PRINCE EDWARD ISLAND 

The obverse of the one cent piece is similar to the Jamaican nickel 
halfpenny first coined in 1870, while the reverse depicts a lavge oak tree 
typifying the mother country, sheltering the three counties of the Island, 
Kings, Queens and Prince, designated by three oak saplings. (Canada 
Gazette) 

DOMINION OF CANADA 
1871 

The Royal Mint report of 1871 page 10, states that, in addition to the 
pieces struck at the London Mint, silver coins to the value of £81,500 
were struck at the Heaton Mint. McLachlan shows 45,000 fifty cent 
pieces from this mint. We have no knowledge of the source of his in- 
formation but as we could find no conflicting data, accept his figure as 
correct. The fifty, twenty-five and ten cent pieces are fairly common 
but the writer has been able to find no positive indication as to the 
existence of the five cent pieces, although Sandham, in the supplement 
to his work, as well as the Coin Collectors Journal of 1888, indicate 
this piece having been issued, but neither of these writings are very 
definite on the matter. None of the major collections of Canadian coins 
in Eastern Canada include the coin. McLachlan in 1868 definitely states 
that none was issued. We have enquired of the British Museum whether 
or not they have it but as their coins are still in wartime storage and 
will probably not be available for a considerable time, we must assume 
for the present that none was struck. Subtracting the 45,000 fifty cent 
pieces, as shown by McLachlan, from the £81,500, we have divided the 
balance equally as to value between the twenty-five and ten cent pieces. 
This procedure is, however, merely a supposition and should be so un- 
derstood. 


1872 

The Royal Mint report of 1872 page 10 shows coinage from the Heaton 
Mint to the value cf £270,833. The lists in the Royal Mint reports of 
1891 and 1908 show the following numbers from the Heaton Mint : fifty 
cents 80,000 ; twenty five cents 2,240,000 ; ten cents 1,000,000 ; five cents 
2,000,000. The nominal value of these pieces at $4.86 2/3 is approxi- 
mately £164,383. We have used the figures given in the reports of 1891 
and i908 in preference to the nominal value of £270,833 as shown in 
the mint report of 1872 as we consider it is possible that the order was 
changed before being fully completed. 
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1874 

The Royal Mint report of 1874 page 9 shows coinage from the Heaton 
Mint of twenty-five, ten and five cent pieces to the value of £104,167. 
The lists in the Royal Mint report of 1891 and 1908 show the following 
numbers from the Heaton Mint: — twenty-five cents 1,600,000; ten cents 
600,000; five cents 800,000. The value of these pieces at $4.86 2/3 is 
approximately £102,739. We have used the figures given in the reports 
of 1891 and 1908 in preference to the nominal value of £104,167 as 
shown in the mint report of 1874. 

1875 

The Royal ]\Iint report of 1875 page 9 shows coinage from the Heaton 
Mint of twenty-five, ten and five cent pieces to the value of £83,333. The 
lists in the Royal Mint report of 1891 and 1908 show the following num- 
bers from the Heaton Mint : twenty-five cents 1,000,000 ; ten cents 
1,000,000; five cents 1,000,000. The nominal value of these is approx- 
imately £82,191. We have used the figures given in the reports of 1891 
and 1908 in preference to the nominal value of £83,333, as shown in the 
mint report of 1875. 

1882 

The Royal Mint report of 1882 page 10 shows silver coinage of twenty 
(this is an error, should read twenty-five), ten and five cent pieces to 
the value of $350,000. The lists in the Royal U\nt reports of 1891 and 
1908 show the following numbers from the Heaton Mint: twenty-five 
cents 600,000; ten cents 1,000.000; five cents 1,000,000. The nominal 
value of these pieces is $300,000. We have used the figures given in the 
reports of 1891 and 1908 in preference to the nominal value of $350,000 
as shown in the mint report of 1882. 

1902 


An irregularity appeared on the silver five cent piece of this year, 
the first of the reign of King Edward VTI. New dies for the reverse, as 
well as the obverse, were required showing the Imperial crown in place 
of the Royal crown. The engravers at the mint found it impossible to 
complete new dies for all coins in the time available and the five cent 
piece was the sufferer. This coin was executed using the reverse die 
bearing the Royal crown as in the case of the coins of Victoria. This 
was corrected on the coins of the following year. 

1908 

1,000 milled edge specimen sets of the fifty, twenty-five, ten, five and 
one cent denominations in dull proof were struck, in addition to the 
regular coinage, and sold in eases. 

1911 

1,000 milled edge specimen sets of the fifty, twenty-five, ten, five and 
one cent denominations in dull proof were struck, ^in addition to the 
regular coinage, and sold in cases. 

The coins of this year are unique as regards the Canadian decimal 
coinage in that the words DEI GRATIA or their abbreviation were omit- 
ted. These are sometimes known as the '‘Graceless Coins.’’ If this 
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was an oversight, the error lies in the Government proclamations dated 
June 30th, July 25th, July 29th and November 15th, 1911, and not with 
the mint officials. A Government Proclamation dated December 29th,. 
1911, replaced this title on all coins. 

1912 

The gold coins which first appeared during this year show the Arms 
of Canada on a square shield. The Arms used here were the combined 
Arms of the Provinces of Ontario, Quebec, Nova Scotia and New Bruns- 
wick. Although this design was considered at the time to be the 
Armorial Bearings of the Dominion of Canada, it was not specifically 
authorized as such by Royal Warrant. The official descriptions of the 
provincial arms as they appear on the coin are as follows : — 

Ontario — ‘Wert a Sprig of three Leaves of Maple slipped, or on a 
chief Argent the Cross of St. George. ’’ 

Quebec — “Or on a Fess Gules between two Fleur de Lis in chief 
Azure, and a sprig of three Leaves of Maple slipped vert in base, a 
lion passant guardant or. 

Nova Scotia — “Or on a Fess Wavy Azure between three Thistles 
proper, a Salmon Naiant Argent.’’ 

New Brunswick — “Or on Waves a Lymphad, or ancient Galley, with 
Oars in action proper, on a chief gules a Lion passant Guardant Or.” 

1921 

The existence of the five cent silver piece dated 1921 has been to a 
certain extent controversial. A large number of these silver pieces had 
been struck when an Act was passed on May 3rd 1921 authorizing the 
new nickel coin of this denomination. The silver pieces wTre then re- 
melted and used in other denominations, but in some unexplained man- 
ner a small number of these coins found their w^ay out of the mint and 
into collectors’ cabinets. Some were discovered in circulation and 
others purchased from dealers. Possibly about thirty exist in the hands 
of collectors. 

The rarity of the fifty cent pieces of this date also requires explanation. 
The mint report shows 206,398 of these coins were executed but it w^as 
found that the demand for them w^as very small. They w^ere carried over 
and issued in subsequent years as necessitated by the demand, until 192& 
when the balance remaining on hand w^ere melted and re-coined in the 
new strikings of 1929. Only tw^enty-four thousand, presumably all of 
the 1921 date, were issued for circulation during these years. This 
figure is largely borne out by the difficulty of finding the coins in 
circulation. 

1935 

The silver dollar, first struck during this year, commemorated the 
twenty-fifth year of the reign of King George V. 

1937 

1,295 milled edge specimen sets of the dollar, fifty, twenty-five, ten^ 
five arid one cent denominations in dull proof w^ere struck in addition 
to the regular coinage and sold in cases. 
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No coins were struck for King Edward VIII. Dies, however, were 
prepared but the king abdicated before any coins were struck and the 
dies were pressed oval so they could not be used. Curiously, the bust 
on these dies faced left, the same as his father, King George V. The 
^adition that the portrait of the reigning monarch on British and 
Colonial coins should face in the opposite direction to the previous 
sovereign is attributed to King Charles II who refused to face in the 
same direction as Cromwell. This tradition has been strictlv adhered 
to in modern times with the exception of the unstruck coins of King 
Edward VIII who insisted that his portrait on coins should be shown 
facing in the same direction as that of his father. Ilis preference was 
said to be due to the fact that he parted his hair on the left side and 
consequently the left profile presented a more characteristic portrait 
American reports state that when the late Sir Robert Johnson, Deputy 
Master of the Royal :\Iint, informed King Edward that in usinir the 
left profile he would break a long established tradition that portraits 
on coins should face in the opposite direction to that of the previous 
monarch, Ilis Majesty replied, ‘AVhy shouldn’t 1?” The portrait on 
the coins of King George VI faces left, and assuming the portrait on the 
unstruck coins of King Edward VIII to face right, the tradition is con- 
tinued. (The XumLsmatic History of New Zealand by Allen Sutherland). 

Complete new designs were prepared for the coins of King George 
VI. The old maple wreath designed by L. C. AVyon for the rWerse of 
the coins of Queen Victoria and in use for eighty years, was discarded 
and replaced by designs differing for each coin, such as the maple sprig, 
beaver, fishing schooner. Arms of Canada, caribou and canoe. 

The reverse of the fifty cent piece shows, between supporters, the 
Ensigns Armorial of Canada in a shield surmounted by the Imperial 
crown. The quarterings on the shield are officiallv deWribed as fol- 
lows : — 

‘‘Tierced in fesse the first and second divisions containing the quarter- 
ly coat following, namely, 1st, Gules three lions passant guardant in 
pale or, 2nd, Or a lion rampant within a double tressiire florv-counter- 
flory gules, 3rd, Azure a harp or stringed argent, 4th, Azure three 
Fleurs-de-lis or, and the third division Argent three maple leaves con- 
joined on one stem proper. And for supporters, on the dexter a lion 
rampant or holding a lance argent, point or, flying therefrom to the 
dexter the Union flag, and on the sinister a unicorn argent armed crined 
and unguled or, gorged with a coronet composed of crosses-patee and 
fleurs-de-lis, a chain affixed thereto reflexted of the last, and holding a 
like lance flying therefrom to the sinister a banner azure charged with 
three fleurs-de-lis or; the whole ensigned with the Imperial Crown prop- 
er.” (Canada Gazette) 

1942 

The scarcity of nickel, due to war requirements, necessitated a change 
in the five cent piece and an alloy of 88% copper and 12% zinc was 
decided upon. In order to more readily distinguish it from the bronze 
one cent piece, which this new alloy closely resembled in colour, it was 
made twelve sided. The alloy is called ‘'tombac” from Malay “Tom- 
baga,” a popular alloy for jewelry in the East Indies. The Mint regards 
the composition as sound economy, for “the metallic content is such 
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that if and when the need arises for redemption of these coins, when 
nickel again takes its place in coinage, they can be converted into bronze 
coins by the addition of tin and copper in their proper proportions.’' 
[Royal Canadian Mint Report.] 

1943 

A new design for the tombac five cent piece v.’as executed depicting 
on the reverse the letter V and a torcli conjoined, emblematic of victory 
and sacrifice. The motto around the border “\Ye win when we work 
willingly” in Morse Code is unique and was an added incentive to the 
war effort. 

1944 

A further change to the five cent piece was made. It was found that 
the tombac alloy was very unpopular because of the difficulty of dis- 
tinguishing it from the one cent piece. The coin is of steel with a 
chromium finish, otherwise it resembles the tombac coin of 1943. 

NEWFOUNDLAND 

The pitcher plant or “sarracenia purpurea” depicted on the bronze 
coins of Newfoundland is indigenous to the Island and is one of the 
carnivores of the vegetable kingdom. The green leaves are pitcher-like 
receptacles, the inner surfaces being coverd with downward sloping 
bristles which prevent the escape of any insect which may have entered 
to feed on the sweet sticky syrup at the bottom of the pitcher. The 
digestable portions of the insect are then absorbed by the plant. 

LEGENDS APPEARING ON CANADIAN DECIMAL COINS 

BRITT: REX or BRITT: REG:, an abbreviation of “ Britanniarum 
Rex” or ‘‘Brittaniarum Regina” meaning “King (or Queen) of the 
British Isles.” 

D :G :, an abbreviation of “Dei Gratia” meaning “By the Grace of God.” 
F:D:, an abbreviation of “Fidei Defensor” meaning “Defender of the 
Faith.” This title was conferred by Pope Leo X on King Henry VIII 
in acknowledgment of his defence of the Roman Catholic faith against 
Martin Luther in 1521. (Enc. Brit.) On breaking with the Roman 
Church, the title was confirmed by parliament and has been used by 
subsequent monarehs on the British throne. (Enc. Brit.) It was first 
used on coins during the reign of King George I. 

REX IMPERATOR meaning “King Emperor.” 

REX ET IXD: IMP:, an abbreviation of “Rex et Indiae Imperator” 
meaning “King and Emperor of India.” 

ANNO REGNI XXV meaning “Regnal year 25.” 

PARVA SUB IXGENTI meaning “Small things under great.” 

FIDE SUORUM REGNAT meaning “He reigns on the loyalty of His 
People.” (Royal Canadian Mint report) 

(Royal Canadian Mint report) 
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Metal 

Size 

Milli- 

meters 

Weight 

Grains 

Fineness 

Parts per 1000 

Province of Canada 






Twenty cents 

Silver 

231/4 

71.73 

925 

Ten cents 

Silver 

18 

35.86 

925 

Five cents 

Silver 

15% 

17.93 

9 25 

One cent 

Bronze 

25% 

70 

Copper 950 — Tin 40 — Zinc 10 

Nova Scotia 






One cent 

Bronze 

25% 

87.5 

Copper 950 — Tin 40 — Zinc 10 

Half cent 

Bronze 

20^ 

43.75 

Copper 950 — Tin 40 — Zinc 10 

New Brunswick 






Twenty cents 

Silver 

231/4 

71.73 

925 

Ten cents 

Silver 

18 

35.86 

925 

Five cents 

Silver 

15% 

17.93 

925 

One cent 

Bronze 

25% 

87.5 

Copper 950 — Tin 40 — Zinc 10 

Half cent 

Bronze 

20 1^ 

43.75 

Copper 950 — Tin 40 — Zinc 10 

Prince Edward Island 






One cent 

Bronze 

25% 

87.5 

Copper 950 — Tin 40 — Zinc 10 

Dominion of Canada 






Ten dollars 

Gold 

26.92 

258 

900 

Five dollars 

Gold 

21.59 

129 

900 

One dollar 

Silver 

35.56 

360 

800 

Fifty cents 

Silver 

29.72 

180 

825 to 1919 — 800 after 1919 

Twenty-five cents 

Silver 

23.62 

90 

825 to 1919 — 800 after 1919 

Ten cents 

Silver 

17.91 

36 

825 to 1919—800 after 1919 

Five cents 

Silver 

15% 

18 

825 to 1919 — 800 after 1919 

Five cents 

Xickel 

21.21 

70 

990 

Five cents 

Tombac 

21.21 

70 

Copper 880 — Zinc 120 

Five cents 

Steel 

21.21 

0 

Steel, Chromium plated 

One cent (1876 to 
1920) 

Bronze 

25% 

87.5 

Copper 950 — Tin 40 — Zinc 10 

One cent (1920 to 

Bronze 

19.05 

30 

Copper 955 — Tin 30 — Zinc 15 

date) 





to 1941 after which the tin 

Newfoundland 





content was reduced to 5. 

Two dollars 

Gold 

18 

51.364 

91 fi fifi 

Fifty cents 

Silver 

29.72 

180 



Twenty-five cents 

Silver 

23.62 

90 



twenty cents 

Silver 

23% 

72 


925 — 1865 to 1943 

Ten cents 

Silver 

17.91 

36 


^800 — 1944 to date 

Five cents 

Silver 

15% 

18 



One cent 18 65 to 
1938 

Bronze 

25% 

87.5 

C 

lopper 950 — Tin 40 — Zinc 10 

One cent 1940 to 

Bronze 

19.05 

30 

No information but probably 

date 





the same as for Canada dur- 






ing the same period 


Sizes shown in decimals are from mint reports or other official documents. 
Those in fractions are from measurements of the coins. 


Note: The writer wishc.s to acknowledg-e the expert and valuable assistance 
received from L.. A. Renaud, Curator of the Chateau de Ramezay, in the compiling 
of these lists. 
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PROA INCE OF CANADA 
All London Mint 



Bronze Cent 

1858 4121,UUU 

1859 !),579,000 




1858 


5 Cents Silver 
1 ,500,000 




20 Cents Silver 

1858 750,000 


NEAV BRINSAVICK 
All London Mint 



18G1 


Bronze Half Cent 
222,800 



5 Cents Silver 


1802 100,000 

1804 100,000 



10 Cents Silver 


1802 150,000 

1804 100,000 



20 (^ents Silver 


1802 150,000 

1804 150,000 


yOVA SCOTIA 
All London Alint 



Bronze Half Cent 

1801 400,000 

1804 400,000 


1801 400,000 

1804 400,000 
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Hroiiz<‘ Out 


800,000 

1802 1 , 000,000 

1804 800,000 


rKIXCE EDWARD ISLANDS 
Heaton Aliiit — Mint Mark Omitted 



Hronze Out 

1871 1.000,000 


DOMINION OF ( AN ADA 
1870 to 1007 Inelu.sive 
London Alint — \o Aliiit Alark 
Heaton Alint — Alint Alark “H” 
10(}8 to Date all Ottawa Alint — \o 
Alint Alark 


Bronze Cent 
Victoria 

1870 to loot Inclusive 


187<5 H 4,000,000 

1881 H 2,000,000 

1882 H 4,000,000 

1884 2,r>00,000 

1880 1,500,000 

1887 1,500,000 

1888 4,000,000 

1890 H 1,000,000 

1891 l,4o2,587 

1892 1,200,000 

1898 2,000,000 

1894 1,000,000 

1895 1,200,000 

189(5 2,000,000 


1897 1,500,000 

1898 H 1,000,000 

1899 2,400,000 

11)90 1 , 000,000 

1900 H 2,(500,000 

1901 4,100,000 


Edward VII 


1902 to 1910 Ineltisiv<* 


1 9({2 


1908 

4,000,000 

1<>04 

2,500 OOO 

1 905 

. . 2,000 OOO 

190(5 

4,100,000 

1907 

2,400 OOO 

1907 H 


1908 

2,401 506 

1909 

8,978 889 

1910 

5,14(5,487 



(ieorj»e V 


1911 to 198(5 Inclusive 

191 1 4,(5(58,486 

1912 5,107,(542 

1918 5,785,405 

1914 8,405,958 

1915 4,982,184 

191(5 11,022,867 

1917 11,899,254 

1918 12,970,798 

1919 11,279,684 

1920 6,762,247 
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Reduced Size 

1920 15,488,02;? 

1921 7,fi01,f>27 

1922 1,248,685 

192;? 1.019,002 

1924 1,598.195 

1925 1,000,622 

1926 2.148,872 

1927 8,558,928 

1928 9,144,860 

1929 12,159,840 

1980 2,588,618 

1981 8,842,776 

1982 21,816,190 

19;?;? 12,079,810 

1984 7,042,858 

19;?5 7,526,400 

19;?6 8,768,769 



1885 

1,000,000 

1886 

1,700,000 

1887 

500,000 

1888 

1,000,000 

1889 

1,200,000 

1890 H 

1,000,000 

1891 

1,800,000 

1892 

860,000 

1 89;? 

1,700,000 

1 894 

500,000 

1896 

1,500,000 

1897 

1,819,288 

1898 

580,717 

1899 

8,000,000 

1 900 

1,800,000 

1901 

2,000,000 



Edward VII 


1902 


2,120,000 

1902 

H 

2,200,000 

1908 


1,000,000 

1908 

H 

2,640,000 

1904 


2,400,000 

1905 


2,600,000 

1906 


8,100,000 

1907 



1908 


1 ,220,524 

1909 



1910 


5,850,825 


1987 

19;?8 

1989 

1940 

1941 

1942 
1948 

1944 

1945 


George VI 
1987 to Date 


. 10,719,054 
. 18,865,608 
.21,600,819 
.85,740,582 
.56,886,011 
.76,118,708 


. 89, 1 1 1 ,969 
.44,181,216 
.77,268,591 



5 Cents Silver 
Victoria 


1870 


2,800,000 

1871 


1 ,400,000 

1872 

H 

2,000,000 

1874 

H 

800.000 

1875 

H 

1,000,000 

1880 

H 

8,000,000 

1881 

H 

1,500,000 

1882 

H 

1,000.000 

1888 

H 

600,000 

1884 





191 1 

1912 
1918 

1914 

1915 

1916 



Geoi 


V 


;?,692,;?50 

5,868,170 

5,588,048 

4,202,179 


1,172,258 


2,481,675 


1917 

1918 

1919 

1920 

1921 


5,521,878 

6,052,298 

7,885,400 

10,649,851 

2,582,495 



5 Cents Nickel 
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George V 


4,794,119 

H>24 2,502,279 

1925 201,921 

1920 9;?8,102 

1927 5,285,027 

1928 4,577,712 

1929 5,011,911 

19:10 704,07:1 

19:11 5,100,8:10 

19:12 :l, 198,500 

19:l:l 2,597,807 

19:14 :i,827,:i04 

19:15 :l,900,000 

19:50 4,400,450 



George \’I 


I9:i7 4,59:i,20:i 

19:i8 :l,898,974 

19;59 5,001,12:1 

194 0 1:1,920,197 

1941 8,081,785 

1942 0,847,544 



5 Cents Tombac 
George VI 


1942 :3,:i90,234 

194:1 24,700,256 


5 Cents — Chrome Steel 
George VI 


194 1 11,532,784 

1945 18,893,210 



10 Cents Silver 
Victoria 


1870 


1 ,600 000 

1871 

H 

1,870,000 

1871 


800 000 

1872 

H 


1874 

H 


1875 

H 

1 ,000,006 

1880 

H 


1881 

H 

950,000 

1882 

H 

1 ,000,000 

1883 

H 

300,000 

1884 


.... 1 50 OOO 

1 885 


400 000 

1880 



1887 


350,000 

1888 


500,000 

1889 


600,000 

1 890 

H 

450,000 

1891 


800,000 

1 8<)2 


520,000 

1 893 


500,000 

1894 


500,000 

1890 


650,000 

1898 


720,000 

1899 


1,200,000 

1900 


1,000,000 

1901 


1,200,000 



Edward VII 


1902 

H 

1,100,000 

1902 


720,000 

1903 

H 

1,320,000 

1 903 


500,000 

1 904 


1,000,000 

1 905 



1 906 


1,700,000 

1 907 


2,620,000 

1 908 


776,666 

1909 


1 697 200 

1910 


4,468l:i31 
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Georjje V 


1J>11 2.787,584 

1912 3,285,557 

1918 8,918,987 

1914 2,549,811 

1915 988,057 

1919 4,218,114 

1917 5,011,988 

1918 5,188,902 

1919 ...4 7,877,722 

1920 9,805,845 

1921 2,499,592 

1928 2,458,902 

1929 8,258,888 

1980 1,881,048 

1981 2,097,421 

1982 1,154,817 

1988 972,898 

1984 409,097 

1<)85 884,059 

1989 2,490,871 



Georj»e VI 


1987 2,991,882 

1988 4,197,828 

1989 5,501,748 

1940 19,529,470 

1941 8,719,889 

1942 10,214,011 

1948 21,148,229 

1944 9,888,582 

1945 10,979,570 



25 Cents Silver 
Victoria 


1870 


<K)0,000 

1871 


400,000 

1871 

H 

748,000 

1872 

H 

2,240,000 

1874 

H 

1,900,000 

1875 

H 

1,000,000 

1880 

H 

400,000 

1881 

H 

820,000 

1882 

H 

900,000 

1888 

H 

990,000 


1885 . 
1889 . 

1887 . 

1888 . 

1889 . 

1890 H 

1891 . 

1892 . 

1898 . 

1894 . 

1899 . 

1900 . 

1901 . 


192.000 

540.000 

100.000 

400.000 
99,824 

200.000 

120,000 

510.000 

100.000 

220,000 

415,580 

1,820,000 

940,000 



Edn ard \'II 


1JKI2 

494,000 

1902 H 

1 <)();} 

800,000 

849,150 

1<M)4 

400,000 

] <)(),■> 

800,000 

1 909 

1907 

1JK)8 

1,287,848 

2,088,000 

495,019 

1 <)09 

1,885,929 

1910 

8,577,599 




George V 


1911 1,721,841 

1912 2,544,199 

1918 2,218,595 

1914 1,215,397 

1915 242,382 
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l,4«2,5fK> 

;5,;?(ir>,(i44 

4,i7r>,(i4i) 

5,«.VJ,2«2 

l,97r>,27« 

r)!)7,:?;?7 

lI>-7’ 4(i8,()<Hi 

2,114,178 

2,<iJ)0,r>(>2 

m»8,748 

5;?7,8ir> 

r>;?7,!)J)4 

421,282 

;?84,;?.->0 

5;{7,772 

J)72,OJ)4 



lJ>hO 118,000 

IJH)1 80,000 



Edward \ II 


1002 

• . . 120 000 

iJ)o;? H 


1 0(M 


1 00.5 

• • • 40 000 

1000 

;?.50 000 

1007 

• • . . ;?oo 000 

1 008 

1 28 1 19 

1 009 

. • . 20;? 118 

1010 

040,521 


(ic()rf»c VI 


H>»{7 2,84;?, 408 

H);58 ;?, 140,245 

n):?o ;?,5;?2,405 

HMO 0,.->8;?,050 

HUI 0,0.54,072 

1042 0,0;?5,871 

104;? l;?,.550,575 

1044 7,210,2;?7 

1 045 5,200, 4<)5 



.50 (\*iits Silver 
Victoria 


1870 


4.50,000 

1871 


200,000 

1871 

H 

45,000 

1872 

H 

80,000 

1881 

H 

150,000 

1888 


00,000 

1800 

H 

20,000 

1802 


1.51,000 

1804 


29,o;?o 

1808 


100,000 

1800 


50,000 



George \ 


1011 200,072 

1012 285,807 

101 ;? 205,889 

1014 100,128 

1010 450,070 

1017 7.52,213 

1018 8.54,089 

1010 l,ll;3,429 

1020 584,001 

1021 200,;?98 

1020 228,;128 

10;ll 57,581 


214 


THE NUMISMATIST, March, 1947 


1932 19,213 

1934 39,539 

1936 38,550 



George VI 


1937 192,016 

1938 192,018 

1939 287,976 

1940 1 , 996,566 

1941 1 , 714,874 

1942 1 , 974,165 

1943 3 , 109,583 

1944 2 , 460,205 

1945 1 , 959,528 



1936 306,109 





Silver Dollar 
George A" 


George VI 


1935 


1937 

428,707 1938 


241,002 

90,304 
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1 , 86 : 5,816 

1«45 . 88,39 1 



\E WFO I X I)L.\ XD 
London Mint — Xo mint mark 
Heaton Mint — Mint mark H. 
Ottawa Mint — Mint mark C. 



Bronze Cent 
Victoria 

I86.')-1<M)I Inclusive 


1 86.5 


240,000 

1872 

1873 

H 

200,025 

1876 

1880 

H 

400,000 

1885 


40,000 

1888 

1 890 


200,000 

1894 


200,000 

1896 





5 Dollars Gold 
Georjje V 


1912 16.5,680 

1913 . 98,8:52 

1914 31,122 


10 Dollars Gold 
George V 


1912 74,7.59 

1913 149,2:52 

1914 140,068 


Edward VI I 

1902-1910 Inclusive 

1904 H 100,000 

1907 200,000 

190!) 200,000 



(ieorge V 

1911-1936 Inclusive 


1913 400,000 

1917 C 702,3.50 

1919 C 300,000 

1920 C 302,184 

1 929 300,000 

1936 300,000 
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(Jeoi'fte VI 


1988 


100,000 

1940 

c 

100,000 

1941 

c 

488, ($80 

1942 

c 

292,786 

1948 

V 

104,706 

1944 

c 

151,471 

1945 

c 

1 75,888 



(ieor5»(‘ \’ 

1<)12 ;550,000 



25 Cents Silver 
George V 

1917 4(J4,779 

1919 C !<»;?, 989 


20 Cents Silver 


Victoria 

1805 

1870 

1872 H 

1878 

1870 H 

1880 

1881 

1882 H 

1 885 

1888 

1890 

1894 

1890 

1899 

1 900 


100,000 

50.000 

90.000 
45,797 

50.000 

24.000 

00,000 

100,000 

40.000 

75.000 
100,000 
100,000 
125,000 
125,000 
125,000 



Edward V’ll 


75,000 



50 Cents Silver 


Victoria 


1870 


50,000 

1872 

H 

48,000 

1878 


87,675 

1874 

. 

80,000 

1876 

H 

28,000 

1880 


24,000 

1881 


50,000 

1882 

H 

100,000 

1885 


40,000 

1888 


20,000 

1894 


40,000 

1896 


60,000 

1898 


79,607 

1 899 


150,000 

1 900 


150,000 


1904 H 
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1 u:iH . 
HMO 

1941 (' 

1942 ( 
194;? r 
1944 r 


(ieorj^e \’l 

1<);57 — 

Rc(liic<*(I Si/e 


590,909 

;?99,999 

827,992 

1,999.889 

i,2;?9,7;?2 

1,;?28,779 



5 Cents Silv(*r 
\4ctoiia 


1895 


89 999 

1879 



1872 

1873 

H 

44 m;() 

1879 

IHHit 

H 

40 999 

1881 


40 OOO 

1882 

1885 

H 

. . . It; 000 

1888 


49, (MK) 

18J)9 


1 (>9 999 

1894 


1()9 999 

1 899 






Georjje VI 


1 9;?8 . 
1949 C 

1941 ( 

1942 C 
194;? C 

1944 ( 

1945 ( 


190.900 

299.900 
912,941 
298,;?48 
;?5 1,999 
289,504 
29;?,828 




Victoria 

10 Cents Silver 

1895 

1879 

1872 H 

187;? 

1879 H 

1 889 

1882 H 

1 885 

1888 

1899 

1 894 

1 899 


80.900 
;?0,990 

40.000 
2;?,914 

10.900 

10.000 

20.900 
8,900 

;?9,000 
199,900 
1 99,000 
2;?9,000 



Edward VII 

199;? 

1994 H 

1998 


199,999 

199.999 

499.999 


Edward VII 

1 99;? 

1994 H 


199,999 

199,900 



1912 

1917 

1919 

1929 


C 

C 


;?99,999 Georaje V 

;?99,;?19 1912 

199,844 1997 ( 

;?99,999 1919 C 


Geoi'ue V 


159,000 

259,805 

54,342 
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Edward VII 


1904 H 

1907 . 

1908 . 

1909 . 


140.000 

100.000 
100,000 
200,000 



George V 


191 1 


200,000 

1917 

C 

;I75,5(>0 

1918 

C 

294,824 

1919 

c 

306,267 


2 Dollars Gold 


Victoria 


1 865 

10,000 

1870 

10,000 

1872 

6,050 

1880 

2,500 

1881 

10,000 

1882 H 

1 885 

25,000 

10,000 

1 888 

25,000 




1947 NATIONAL COIN WEEK 

This message, the fourth in a series released through tlie columns of 
The Numismatist, is the last one prior to National Coin AVeek, March 
23-29. Other communications have been mailed direct to all known 
numismatic organizations and ANA District Secretaries. We have 
blanketed our numismatic country with Coin Week propaganda. 

Now it is your turn. Are you, or is your collector club included in 
the extensive, growing, list of participants? Are you a factor in this 
record-breaking program ? 

Remember, no matter how small or great is your contribution of effort, 
we have a reward for you. But, to be properly recorded, your detailed 
reports should be mailed in time to be received by the Awards Com- 
mittee before April 30th, the absolute dead-line. Address all communi- 
cations to the Chairman, M. Vernon Sheldon, 451 AVrightwood Ave., 
Chicago 14, Illinois. 

Good luck to all, and thank you. 

HENRY SCriUHAIACIlER, 
General Chairman, N. C. AA^. 

11 South Fair view St., 

Roslindale 31, Alassachusetts. 
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NEW YORK NUMISMATIC CLUB MEDALS 



We are pleased to publish, for the first time, two medals issued by the 
New York Numismatic Club in honor of Thomas Francis Morris, and Otto 
Thomas Sghia, past presidents. 

This series of medals extends back to the early years of the Club and 
includes many numismatists of world wide fame. 

The obverses of both the Morris and Sghia medals were done by Karl 
Gruppe. The reverse by J. M. Swanson. Both medals are in silver and the 
illustrations are actual size. 


BOOK REVIEWS 

STANDARD CATALOGUE OP" UNITED STATES COINS. 12th Edition. 
Compiled and published by Wayte Raymond, Inc., New York City, 1947. 
Cloth bound. Large octavo. 224 pp. Indexed and profusely illustrated. 
Price $3.50. Can be ordered from any regular coin dealer or book store. 

This catalogue is familiar to most all collectors of United States coins and 
each new edition is eagerly awaited. This issue reflects many changes in 
retail values and, with several exceptions, all are upwards. The high priced 
rarities show little change but the popular medium priced coins do. As for 
a few examples: the 185 6 flying eagle cent in proof condition has been 
increased from $135 to $175; the 1877 cent in uncirculated condition from 
$35 to $4 5; the 1926 S nickel from $30 to $50; the proof silver 3-cent piece 
of 1864 from $35 to $50; the $3 piece of 1854 in uncirculated condition 
has jumped from $17.50 to $30. These are only a few of the many price 
changes. 

It is interesting to note that the last high priced Peace dollar has tumbled. 
The 1923 listed in the 1946 Catalogue at $10 is now listed at $2.50. 

A new arrangement of the minor pattern coins has been made and many 
new illustrations have been added. Other additions include 3 pages on the 


220 


THE NUMISMATIST. March. 1947 


coins of the Philippines under Spanish rule; coins of the Danish West 
Indies and coins of Puerto Rico. 

According to the publisher this edition will not be revised until January, 
1948. — S. M. 


PHILADELPHIA COIN COLLECTORS TO MEET MARCH 29 

“A general Numismatist Conclave will be held in the Edison Building, 
900 Sansom Street, Philadelphia, Pa. on March 29, 19 47 for the entertain- 
ment of members of the A. N. A. and their friends. This gathering, spon- 
sored by the Phila. Elec. Co. Coin Club and the Phila. Coin Club will be on 
the last day of National Coin Week and will give our members and friends 
an opportunity to visit the various window displays in Philadelphia, have 
lunch in a nearby restaurant and return to the Edison Building for a 
General Meeting at 1 P. M. A short talk will be presented on some phase 
of numismatics after which a general sale of coins will be held. Join us 
for a day to inaugurate the First Meeting of the Eastern Pennsylvania 
Annual Conclave. 


TOTAL COINAGE OF ALL UNITED STATES MINTS DURING 1946 

At the U. S. mints the use on coinatje presses of a new device for striking two coins at the same time 
has reduced the work entailed in makinj? coins and permits an increase in production of 00 on each 
press so equippt'd. It was developed at the San Francisco mint and may be used on all coins up to 
the size of the (juarter dollar. CoinaK’e for the year 1940 amounted to 2.150.11.3.505 coins of the 
United States as compared with 2,000.605.501 pieces struck in ltM5. The number of pieces struck 
at each mint during? tlie y<*ar was as follows: 


Half dollars — regular 

Quarter dollars 

Dimes 

Nickels 

Cents 

Philadelphia 

12.118.000 

53.4.36.000 

255,250.000 

161.116.000 

991.655.000 

San 

Francisco 

3.724.000 

4. 204.000 

27.900.000 

13.560.000 
198,100,000 

Denver 

2,151.100 

9,072.800 

61.043.500 

45,292.200 

.315,690.000 

Total — ref^ular coinai?e 

1.473,575,000 

2 4 7,488,000 

433,249,600 

Commemorative half dollars: 

Iowa Centennial 

Bf>oker T. Washin^rton Memorial 

100.057 

1,000.5:6 

500.2 7 9 

200.113 

Total U. S. coinage 

1,474,675.603 

247,988,27‘» 

433.449,713 


COINAGE OF THE UNITED STATES, BY VARIOUS MINTS, 
DURING THE MONTH OF DECEMBER, 1946 


Denomination 

SILVER 

Philadelphia 

San Francisco 

Denver 

Total ^■alue 

Total Pieces 

Half Dollars — Regular ...$1,013,000.00 
Half Dollars — Commem- 
orative: 

Booker T. Washington.. 500,273.00 

Quarter Dollars 2,544.000.00 

Dimes 4,027,000.00 

$ 250,139.50 

686,000.00 
491.000.00 

$ 613.550.00 

100,056.50 

570,100.00 

1,406.200.00 

$ 1,626,550.00 

850,4«»9.00 

3.800.100.00 

5.924.200.00 

3,253,100 

1,700,938 

15,200,400 

59,242.000 

Total Silver 

$8,084,273.00 

$1,427,139.50 

$2.6S9,9(W).50 

$12,201,319.00 

79.396,438 

MINOR 






Five-cent Pieces . 
One-cent Pieces . . 

$ 1,225,600.00 

.... 780,600.00 

$ 245.000.00 

$ 143,160.00 $ 

236,900.00 

1.368.760.00 

1.262.500.00 

27,375,200 

126,250,000 

Total Minor . . . 

.... $ 2.006,200.00 

$ 245.000.00 

$ 380.060.00 $ 

2,631,260.00 

153,625,200 

Total domestic 
coinage . . . . 

$10,090,473.00 

$1,672,139.50 

$3,069,966.50 $14,832,5 79.00 

233,021.638 


COINAGE EXECUTED FOR FOREIGN GOVERNMENTS 


Mint 

Country 

Metal 

Denomination 

No. of Pieces 

Philadelphia 

Philadelphia 

Ecuador 

Saudi Arabia 

Cupro-Nickel 

Silver 

5 Centavos 

1 Ryal 

11,232,000 

288.000 


11,520,000 
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NOTES AND QUERIES 


Eiicas<*(l I'osta^c Stamps Phony 
Dear Editor: 

In the August issue of “STAMPS” 
there appeared an illustrated article 
on so-called encased postage stamps 
used as an emergency currency in 
New Caledonia during 1942. As a 
result. I wrote to the Bank of 
Noumea in an effort to obtain speci- 
mens and to learn the details of the 
issue. I quote in part the letter 
received in reply: 

“. . . we regret to inform you 
that our branch has never been 
forced to use postage stamps as 
money. However, the Treasury of 
our Colony issued small bank 
notes of 0.50 frs.. 1 frs.. and 2 frs. 
in order to prevent a certain lack 
of fractional currency due to the 
tendency of American soldiers to 
“collect” coins and paper money. 
Actually, the small fractional 
notes which circulated in New 
Caledonia are none other than 
those used in France.” 

It certainly appears as if the story 
in “STAMPS” was not right and my 
only conclusion is that such encased 
stamps as exist are fabrications pre- 
pared for collectors only. 

J. DOUGLAS FERGUSON, 

Rock Island. Quebec 


Signatures of F. H. $10 Notes 

Dear Sir: 

I have read with interest the arti- 
cle by Robert H. Lloyd in the Sep- 
tember issue and the article by L. F. 
Marks in the December issue of The 
Numismatist in respect to signatures 
on dollar certificates. 

In Mr. Lloyd’s article, he states: 
“It remains to be seen whetlier or not 
the Treasury will extend the use of 
logotype signatures to the higher 
denominations.” 

I have recently come into posses- 
sion of three pairs of $10 Federal 
Reserve notes, consecutively num- 
bered and bearing different signa- 
tures, as follows: 

A3952712B — Vinson 
A3 95 2713B — Morganthau 

A4085 2908B — Morganthau 
A4 0S5 2909B — Vinson 


A 4 1 1 1 0 0 2 6 B — Morganthau 
A41110027B — Vinson 

1 assume that the issue of these 
bills with numbers so far apart defi- 
nitely indicates that logotype signa- 
tures are not used on the $10 Federal 
Reserve notes signed by Mr. Vinson, 
and I will appreciate information as 
to whether or not this indicates that 
there are several thousand similar 
pairs of $10 notes in circulation. 

Very truly yours, 

CHANDLER H. FOSTER. 

1 Court St.. Boston 1, Mass. 

Note — Perhaps one of our readers 
can answer Mr. Chandler’s question. 
If the answer can be supplied we 
should be glad to publish it. — Editor 


Do You Have an Australian Ingot! 

Dear Mr. Mosher: 

I am preparing a descriptive and 
historical catalogue of the gold pieces 
issued in South Australia under the 
Bullion Acts of 1852. 

In order to bring this to complet- 
ion and ready for publication, I 
would like to get in touch wuth the 
present owners of the two gold ingots 
which were in the Brand Collection. 
If any readers of The Numismatist 
can help me locate these pieces I 
would be greatly obliged. 

Yours sincerely. 

J. HUNT DEACON, 
National Gallery, 

North Terrace. Adelaide. 
South Australia 


.Automatic Uoin Collectors 

In 1945 the number of foreign 
coins collected from New York’s sub- 
way turnstiles was 5 3,000 — about the 
annual average. This year (1946) 
the total has been 101,200. Visiting 
UN delegates and attaches, together 
with foreign purchasing commissions, 
are thought to be the explanation. 

“Newport County Sentinel” 

Sent in by Wm. D. Morrill. 

A. N. A. 2203 
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Another Coniineniorative Proposed 

“Mr. WILEY. Mr. President, the 
whole State of Wisconsin is joyously 
looking forward to the celebration of 
the one-hundredth anniversary of the 
admission of the Badger State to the 
Union, which will be celebrated on 
May 29, 1948. 

“ . . . Furthermore, my bill, 

Senate bill 126, instructing the Di- 
rector of the Mint to prepare 500,000 
5 0-cent coins in commemoration of 
the centennial, has been referred to 
a subcommittee of the Senate Bank- 
ing and Currency Committee, and I 
am hoping on early action on it 
there.” 

CONGRESSIONAL RECORD 
January 31, 194 7 


Note — Aside from this excerpt 
from the CONGRESSIONAL REC- 
ORD we are unable to supply any in- 
formation on this proposed issue. In 
the event additional information is 
obtained it will be published in The 
Numismatist as soon as possible. In 
the meantime, we cannot undertake 
to answer letters requesting the price, 
address of commission, et cetera. — 
Editor. 


Suggests We “Think It Over” 
Dear Sir: 

I have been a member for quite a 
few years, as you can see, and my 
reason for becoming a member was 
that all new coin issues and items 
pertaining to coins would be included 
in the A. N. A. magazine. However, 
I should be truthful in saying that at 
first this was the case, but now it 
seems that all the magazine is pub- 
lished for the benefit of coin dealers 
and not for the members who only 
like it as a hobby. I realize that the 
ads help to carry the magazine along, 
but why put in the magazine only 
that which helps the dealer and not 
the coin hobbyist! 

I collect U. S. commemorative half 
dollars and some other U. S. coins 
and would like to see something in 
the magazine on U. S. coins and not 
so doggone much on foreign coins. 
If not U. S. coins, how about Nor^h 
American or South American coins? 
Also, why do you not advise your 
members about new issues. I had to 
get addresses of both new commem- 


orative half dollars from the U. S. 
Treasury. Why are we not notified 
in the magazine or do you want only 
dealers to get them? Also, why no 
more Auction Sales permitted? 

Also your different pages on News, 
Comments, Editor’s Page, Sale 
Prices, et cetera, at one time were 
interesting but no more. 

I realize I am only a poor coin col- 
lector but still think the A. N. A. has 
a place for one such as myself. You 
can kill a hobby by what you are do- 
ing. Think it over! 

DR. ROBERT A. BUCHMAN, 

No. 5912 
Dayton, Ohio 


Note — While the opinions ex- 
pressed by Dr. Buchman add nothing 
to our happiness, we like his straight- 
from-the-shoulder style. Now that 
we have taken Doc’s bitter pill and 
said “ah.” how about the Doc sitting 
down and tearing off a few snappy 
items on U. S. coins; or something on 
the coins of North and South Ameri- 
ca. — Editor. 


CcniJiiemoratives Still Obtainable 

The Iowa commemorative half dol- 
lar may be obtained from The Trea- 
surer of State, State House, Des 
Moines, Iowa. No limit to the num- 
ber you may order. Price $3 each, 
which includes postage and insur- 
ance. 

The Booker T. Washington half 
dollar may be ordered from the Book- 
er T. Washington Birthplace Memor- 
ial, Inc., Rocky Mount, Virginia. The 
set of three will be sent, postpaid, for 
$3.80. 


Cciii Club Organized in Portland 

Grube B. Cornish, our energetic 
District Secretary for Maine, an- 
nounces that a new coin club has been 
formed in Portland. It starts off 
with twenty charter members and 
hereafter will meet once a month at 
the Falmouth Hotel in Portland. A 
cordial invitation is extended to all 
collectors in the vicinity and those in- 
terested in attending should write 
the secretary; Maurice W. Gilman, 
344 Broadway, South Portland 7, 
Maine. 
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Cataloguing Brazilian Coppers 

Dear Mr. Mosher: 

Tell our old friend M. P. Carey, 
whose query appeared on page 109 of 
the January issue, that he will get 
more “fun” our of collecting Brazil- 
ian coppers by making separate mint 
marks, and also plain and counter- 
stamped issues by dates. The mint 
marks are of different size and sev- 
eral are better struck than Rio coins. 

Scott catalogue of 1893 does not 
mention Cuyaba which has a C for 
mint mark like Ceara, but of differ- 
ent size. 

Advise him to get a copy of the 
catalogue of the Henry Thomas 
Grogan collection, sold in February, 
1914 by J. Schulman, Amsterdam, 
which had nearly a complete list of 
the coppers up to 1822. Counter- 
stamped coins of Portugal was to 
double value of the coin — the figures 
reduced the value — making them a 
different series. 

The Numismatist shows big im- 
provement all over. 

Sincerely, 

JOHN F. JONES, 
Jamestown, New York 


Two New Coin Publications 

During January there came to 
hand the initial issues of two new 
publications on coin collecting. The 
first to arrive was the NUMISMATIC 
DEALERS DIGEST, published by 
Samuel A. Eisenberg, 77 Victoria St., 
Revere 51, Mass. It starts off as a 
four page leafiet printed by the off- 
set method. Maurice Gould is asso- 
ciate editor. Sub. $2.50 a year. 

We next received the number one 
issue of COIN COLLECTORS DI- 
GEST published by James G. McNees, 
5003 Belinder Road, Kansas City 3, 
Kansas. It is a neatly printed 12 
page magazine, an inch or so smaller 
in diameter than The Numismatist. 
The subscription rate of COIN COL- 
LECTORS’ DIGEST is $1 a year. 

We congratulate these editors and 
wish them every success with their 
publications. 


Notes of the Trade 

“Fixed Price Lists” are now ob- 
tainable from BEN'S, 7 2 W. Wash- 
ington St., Chicago; STACK'S, 12 W. 
46th St., New York City 19; NOR- 


MAN SHULTZ, P. O. Box 746, Salt 
Lake City 9, Utah; D. M. BULLOWA 
(books) 37 South 18th St., Phila- 
delphia 3; JAMES KELLY, 3rd & 
Broadway, Dayton 7, Ohio; B. A. 
SEABY, LTD., 65 Gt. Portland St., 
London, WLl. 

A “Mail Sale” will be held March 
6, by the Celina Coin Co., Celina, 
Ohio. (About 2,000 lots.) 

The collections of Professor Ernst 
Herzfeld and Count Alexandre Orlow- 
ski will be sold on March 25, by 
Messrs. Grunthal and Gans. Write 
P. O. Box 135. New York 33. The 
Catalogue is rich in ancient Oriental 
coins, foreign gold and silver, medals, 
and some U. S. Many of the rarities 
are illustrated in twelve beautiful 
monotone plates. A copy of the Cata- 
logue will be sent free on request. 


Medalet Honors United Nations 

In 19 46 the Tatham Stamp & Coin 
Company, Springfield, Mass., issued 




a medalet to commemorate the work 
of the United Nations Organization, 
The piece, which is illustrated actual 
size, was designed by J. J. Dacey. It 
was struck in limited quantities and 
comes in gold, silver, and bronze 
plate. 
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Su”j»ests Control of ('oiiiinoiiioratives 

Dear Mr. Mosher: 

Irving M. Page is on the right 
track relative to control on com- 
memoratives. To be very frank, 
graft must be eliminated by the mem- 
orial associations, that is, placing 
the distribution of the coin in other 
hands rather then to distribute same 
through the office of the association. 

We numismatists know why F. D. 
R. stopped the minting of commem- 
oratives, not because it confused the 
public, nor due to counterfeiting; the 
later, every time it is passed, it is 
scrutinized, whereby a common coin 
will be accepted by 9 9 percent of the 
public. The injection of a commem- 
orative into our monetary system 
will create more coin collectors. 

The Booker T. Washington of 
5,000,000 commemoratives will get 
into the hands of other than coin col- 
lectors and may make them coin 
minded, collectors will only save the 
uncirculated. 

The Iowa 100,000 coins will not 
get into circulation, will not make 
coin collectors. There is an advant- 
age in both cases, which happens 
with our every day coin and makes 
the hobby interesting. 

The Iowa Centennial Committee 
should be commended for the way 
they handled the coin if it were car- 
ried out that way during its entire 
sale, one to a customer and it was 
necessary to sign an application. No 
chance for scalpers there to corner 
the market and inflate the price. I 
have the entire collection of com- 
memoratives and at no time in the 
past have I known of a coin being 
handled that way. I’m 100% for 
control during its sale. 

Yours very truly, 

REX D. McINTIRE, 

A. N. A. 7992 
1702 Lucas Hunt Road, 

St. Louis, Mo. 


Doubts the Authority of Coiifcress to 
Authorize Special Coinages 

Dear Mr. Mosher: 

It is my belief that commemorative 
coins should never be issued for EX- 
CLUSIVE distribution by any sub- 
Federal agency, public or private. 
The U. S. Mint is a function of the 
Government to serve all the people 
without discrimination or favoritism. 
The product of the Mint is sacros- 
anct. Every cent of it belongs in- 


alienably to the people. I deny that 
Congress may rightfully take the 
people’s coinage and hand it over to 
any organization, state or merely 
patriotic, there to be cornered and 
sold at extortion prices far above 
true value. 

Every citizen of the land should 
have access to U. S. coins at their 
proper value when they are issued, 
as is the case with the regular issues 
and proofs, and postage stamps. Then 
if sundry agencies wish to lay in 
a supply for special distribution or 
future profit, well and good. Never 
should any organization by law be 
given the exclusive control of an is- 
sue and the rest of “we the people” 
be made suckers to bleed. 

This principle is not affected by 
whatever more or less worthy cause 
is benefited by the resale of the cor- 
nered coins. I have no particular 
grievance against the various groups 
that “made money” out of commem- 
oratives in the past or against those 
of the present. I don’t blame them 
for profiting when they are legally 
given the chance to do so. Yet by 
the same privilege every alma mater, 
every town library, every city park, 
well, just anything worthy of being 
restored or improved should get an 
act of Congress to hire out the Mint 
facilities. For Congress to refuse a 
single one of them would be dis- 
crimination, but for Congress not to 
discriminate would lead logically to 
the greatest absurdities. ’Tis always 
so when basic principles are trodden 
underfoot. I honestly believe these 
“commemoratives for profit” congres- 
sional enactments are unconstitution- 
al, one and all, or definitely should 
be. Am I w^rong? 

I believe, however, that Congress 
might rightfully cause coins to be 
sold by the Treasury above face value 
to finance some Federal project; and 
as long as I happened to feel like 
endorsing the project, I shouldn’t 
mind paying the price. Of course. 
Congress has an easier way to get 
spending money, as don’t we all 
know? Not I. but industry might 
have objection if the Mint were in- 
structed to issue medals to signalize 
national persons, events, etc., at no 
loss to the Government, but the legal 
tender of my country? — NO! 

Cordially yours, 

REV. GILBERT F. ESSER, 

A. N. A. 5488 
St. Joseph’s College, 
Collegeville, Indiana 
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WITH WARRANTED PRIDE I ANNOUNCE THAT 

MR. WILL W. NEIL 

of Abilene, Kansas. 

HAS PLACED WITH ME 

HIS EXTENSIVE AND VALUABLE COLLECTION OF 
\ 

UNITED STATES COINS 

TO BE SOLD BY ME 

AT MY PROVEN SUCCESSFUL AUCTION SALE 


This is probably the most nearly complete collection of United 
States silver coins ever offered at auction! It contains a specimen 
of each and every coin minted by the United States (with only one 
exception) at ALL of our Mints! (See list of the collection on 
next page.) 

Another beautiful De Luxe catalog, illustrated and informative, will 
be issued. But please don’t write for it now. If you are on my 
“Mehling List” you will receive a copy of the catalogue in due time. 
Due to the scarcity and high cost of the fine grade of paper I use, it 
is impossible to decide now on the cost of the catalogue. 

Please watch for my announcement in the next issue of this magazine. 
Please note the description of this great collection on next page. 


B. MAX MEHL, Numismatist 

Fort Worth, Texas 


Mehl Building 
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The Celebrated Neil Collection 

The result of more than thirty years of systematic 
and intelligent collecting 

To be sold by 

B. MAX MEHL 

★ 

First of all, it contains a specimen of each and every silver coin minted, 
with only one exception, of All silver coins minted at ALL of our Mints! 

SILVER DOLLARS: COMPLETE, all Mints. An uncirculated 1794 (prob- 
ably finest known) a pedigreed 1804; 1836, both varieties, 1838, 1839, 
1851, 1852, 1858, AND 1870-S. 

HALF DOLLARS: COMPLETE, all dates and Mints, excepting only the 
1853, no arrows; but includes the 1838-0, Gem 1878-S, etc. 

QUARTER-DOLLARS: COMPLETE, all dates and ALL Mints. BOTH 
varieties of 1827, 1823, 1878-S, 1901-S, etc. 

DIMES: COMPLETE, all dates and ALL Mints, including, for the first 
time in my sales, a gem 1894-S Mint Dime! (Only 24 minted.) 

HALF DIMES: COMPLETE, all dates and Mints, including the pedigreed 
Dunham specimen 1802 Half Dime. 

MINOR COINS: COMPLETE, including an uncirculated Liberty Head 
1913 Nickel! 

GOLD 

COMPLETE collection of gold dollars of ALL Mints. 

QUARTER EAGLES: ALL dates, 1796 to 1834, and many later. 

THREE DOLLARS: COMPLETE collection, lacking only 1875. 

FOUR DOLLAR GOLD PIECES: COMPLETE set in gold, 1879 and 1880, 
both varieties of each. 

A fine representation of $5, $10, and $20 pieces. 

PIONEER GOLD: A fine lot from 25c gold to the huge $50.00 gold piece. 

LARGE COPPER CENTS: ALL dates and many varieties, more than 
FOUR HUNDRED different. 

HALF CENTS: ALL dates, including all the rarities. 

COLONIAL COINS: A grand array; specimens of each issue. Many 
varieties. 

HARD TIMES TOKENS: Almost complete of all varieties issued. 

U. S. Currency, Medals, Tokens, etc. 

The sale will consist of well over FOUR THOUSAND lots. 

SOME SALE! 

B. MAX MEHL, Numismatist 

Fort Worth, Texas 


Mehl Building 
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When You Think of 

Selling Your Collection 

THINK OF THE HUGE NUMBER OF PROMINENT 
COLLECTORS WHO HAVE PLACED THEIR 
TREASURES WITH ME DURING THE 
PAST MORE THAN FORTY YEARS! 


I make no flamboyant claims. 

I simply offer you more than forty-six years of PROVEN SUCCESSFUL 
experience, and irrefutable evidence of successful results. 

Certainly no finer catalogues were ever produced than those issued by me. 

Proven prompt settlement, and more than ample financial responsibility (now 
over one-half million dollars) to guarantee you against loss of any kind. 

If you think I deserve your consideration, not only on my past record but 
on my very recent and prevailing record, then please write me. I invite your 
inquiry, which will receive my personal, prompt and courteous attention. 

I was the first dealer to offer — and I still offer — Hberal cash advances without 
interest charges on auction consignments of value. 


B. MAX MEHL, Xomismatist 

Mehl Building Fort Worth, Texas 


OF COURSE, I buy collections for spot cash. I can’t say whether I pay more 
than anyone else, as we never know what the other guy will pay. But in my 
long years of experience my batting average is darn near 100%, so I believe that 
you will agree with me that I am at least “worth a try.” 
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SCOTT STAMP & COIN COMPANY, INC. 

1 West 47th Street, New York 19, N. Y. 

COIN DEPARTMENT OPERATED BY NEW NETHERLANDS COIN CO. 
Charles M. Wormser, Proprietor 


THE STANDARD CATALOGUE OF 

UNITED STATES COINS 

TWELFTH EDITION-1947 


Price S3.50 


Postage Additional 



COMPLETE UNE OF NATIONAL COIN ALBUMS, PAGES, 
AND RAYMOND PUBUCATIONS 

Collections Bought and Sold 

Serious collectors are invited to send us a list of their vv^ants 
All orders given prompt attention 
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MINOR COINS OF THE ONITEO STATES 


1866 

1867 

1867 

1868 

1869 

1870 

1871 

1872 

1873 

1874 

1875 

1876 

1878 

1879 

1880 
1881 
1882 
1883 


1S83 

1883 

1884 

1885 

1886 

1887 

1888 

1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 
1912- 
1912- 

1913 
1915 
1921- 

1926 

1927 

1927- 

1928- 
1934- 
1939 
1864 
1851 


SHIELD NICKELS 

VF 3.50; AU 7.50; Br Unc ..$12.00 

Rays. F 5.00; Br Unc 25.00 

No rays. AU 2.75; Br Unc .. 5.00 

AU 2. 75; Br Unc . . 5.50 

AU 2.75; Br Unc .. 5.00 

VF 3.00; EF 5.50; PROOF .. 10.00 
Rare. VF 27.50; Gem PRF .. 72.50 
Uncirc. 6.00; Br. PROOF .. 8.50 

Uncirc. 5.50; Br. PROOF .. 7.50 

Uncirc. 9.00; Br. PROOF .. 15.00 
Ex. Fine 10.00; Br. PROOF.. 30.00 

VF 3.50; Br. PRF 10 00 

Brilliant PROOF 25.00 

Brilliant PROOF 8.25 

Brilliant PROOF 12 00 

Brilliant PROOF 750 

EF 1.25; Unc 2.25; Br. PRF 4.00 
AU 1.50; Unc 2.00; Br. PRF 3.50 

LIBERTY HEAD NICKELS 

N.C. Br. Unc. .45; Br. PRF 3 25 
W.C. Br. Unc 3.50; Br. PRF 5.75 

Brilliant PROOF 9 00 

Brilliant PROOF 27.50 

Brilliant PROOF 11 00 

Br. Unc 2.50; Br. PROOF .. 4.00 

Brilliant PROOF Scarce . . 4.25 

Brilliant PROOF 3 50 

Uncirc. 2.75; Br. PROOF .. 4 00 

Uncirc. 3.25; Br. PROOF .. 5 00 

Uncirc. 2.75; Br. PROOF .. 4 00 

Brilliant PROOF 4 25 

Brilliant PROOF Scarce . . 4.50 

Brilliant PROOF 3.75 

Brilliant PROOF V. scarce.. 6,00 
Uncirc. 3.25; Br. PROOF .. 5 00 

Brilliant PROOF 5 75 

Uncirc. 4.25; Br. PROOF .. 7 25 

Uncirc. 2.50; Br. PROOF .. 4 00 

Uncirc. 2.50; Br. PROOF . . 4.50 

Uncirc. 2.25; Br. PROOF .. 3 75 

Brilliant PROOF 3 50 

Uncirc. 2.25; Br. PROOF .. 3 50 

Uncirc. 2.25: Br. PROOF .. 3.50 

Brilliant PROOF 5 00 

Uncirc. 3.50; Br. PROOF .. 5!o0 

Uncirc. 2.50; BR. PROOF .. 3 75 

Uncirc. 2.50: Br. PROOF .. 4 00 

Brilliant PROOF 3,50 

Uncirc. 3.25: Br. PROOF .. 6.00 

Brilliant PROOF 8.25 

D Abt. Unc. 10.00; UNC 22.50 

S Brill. Uncirc 27.50 

Type 1, Mound Uncirc 1.00 

D Uncirc 11.00 

P Uncirc 4.50 

P Uncirc 3. 00 

P Uncirc 2.00 

D Uncirc 5. 00 

P Uncirc 2.00 

P Uncirc 85 

over 36, Cent. Good 15.00 

2 Cents SMALL MOTTO EF 25.00 
O 3 Cts Silver. Unc. .• 7.00 


1865 

1866 

1867 

1868 
1868 

1869 

1870 

1871 

1872 

1873 

1874 

1876 

1875 

1877 

1878 

1879 

1880 
1881 
1882 

1883 

1884 

1885 

1886 

1887 

1888 
1887 
1889 


1857 

1859 

i859 

1861 

1862 

1863 

1864 

1864 
1864- 

1865 
1867 

1879 

1880 
1881 
1882 

1883 

1884 
1886 

1887 

1888 

1891 

1892 

1893 

1894 

1895 
1898, 

1901, 
1903, 

1902, 
1895 
1906 
1908 
1909- 
1910, 
1936 - 


three CENTS (Nickel) 

VF .50; EF .75; Br. Unc .,..$ 1.00 

F .25; VF .50; Br. Unc 1.25 

F .35; Br. Unc 1 50 

VF .50; EF .75; Br. Unc 2.00 

Brilliant PROOF 8 25 

VF 1.00; EF 1.25; A. Unc .. 1.50 

VF 1.00; EF 1.25; Unc 2.00 

VF 1.50; AU 3.00; Br. PRF 12.00 
VF 1.50; AU 3.00; Br. PRF 8.00 

EF 1.00; U. 2.00; Br. PRF .. 7.00 
AU 4.00; U. 5.50; Br. PRF .. 9.00 

Brilliant PROOF 8 50 

VF 4.00; U. 8.50; Br. PRF .. 13.50 
Brilliant PROOF V. rare . . 75.00 

Brilliant PROOF Rare 20.00 

Brilliant PROOF 4.75 

Brilliant PROOF 4 75 

F .45; VF .60; Br. PRF 4 50 

Brilliant PROOF 3.75 

Brilliant PROOF 3 75 

Brilliant PROOF 3.75; EF .. 2.50 

Brilliant PROOF 5 50 

Brilliant PROOF 4 25 

Brilliant PROOF Scarce . . 12.00 
Brilliant PROOF 3.00; EF .. 1.25 

over 6. Brilliant PROOF . . 20.00 
Brilliant PROOF 3.00; EF .. 1.00 

SMALL CENTS 

Uncirc. 4.50; PROOF 40 00 

Brilliant PROOF 9 00 

Brilliant PROOF 9 OO 

Uncirc. 9.00; PROOF 23 50 

Uncirc. 1.25; PROOF 9 00 

Uncirc. 1.00; PROOF 9. 00 

PROOF Copper-nickel 10.00 

■L on ribbon. Fine 9. 00 

■L on ribbon. V. Fine 15 00 

Uncirc. 3.00; PROOF 10 00 

Uncirc. 8.50; 1873 Unc 4 00 

Uncirc. 2.50; PROOF 4 00 

Uncirc. 2.50; PROOF 4 00 

Uncirc. 2.50; PROOF 5 00 

Uncirc. 2.00; PROOF 3.50 

Uncirc. 1.75; PROOF 3 00 

Uncirc. 2.50; 1885 Unc 6.00 

Uncirc. 2.00; PROOF 2.50 

Uncirc. 2.00; 1889 Unc 1.75 

Uncirc. 1.75; PROOF 3.50 

Uncirc. 2.00; PROOF 3.00 

Uncirc. 2.75; PROOF 4.00 

Uncirc. 1.75; PROOF 4 00 

PROOF. 4.00; 1890 Unc 1.25 

Uncirc. 1.50; 1896, 7 Unc. .. 3.50 

9 Unc. 3.00; 1900 Unc 2.50 

7 Unc. 2.00; 1907 PRF 5.00 

5, 9 Unc. .75; 1905 Prf 3.00 

4 Unc. 1.00; 1902 PRF 4.00 

Uncirc. 1.75; 1909-S VF 15.00 

Uncirc. .50; PROOF 4.00 

Uncirc. 1.50; PROOF 3.50 

5 VDB Unc. 13.50; ’09 IH Prf 6.00 

13 PRF 2.50; 1914 PRF 5.00 

42 Inclusive. 7 PROOFS .... 17.50 


standard CataIo}?ue of U. S. Coin.s, by Wayte Raymond »;L50 

i94(> Guidebook of United States Coin.s, by Yeoman. Out Nov. 1946 l.„">0 

1944. U. S. Large Cents, 1816-1857 inclusive. H. R. Ne^veomb. Postpaid 5.25 

United States Cents, 1804-1814, by G. H. Clapp. Another standard work . . .50 


America, Silver and Copper,” 20 full page plates 1.00 

UNITED STATES coins, bouf?ht, sold or exchang:ed. Satisfaction ^aranteed. 
Your list of needs appreciated. 


D. O. flUGDES, I¥nmisiiiatist 


257 Chestnut Avenue 


A. N. A. 5197 


Bogota, N. J 
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WANTED FOR CASH 

(Send by registered and insured mail) 

MY BUYING PRICES FOR 

THE FOLLOWING ITEMS 

FIVE CENT PIECES 

FIVE CENT PIECES 

1867 With rays. Bril, proof $90.00 

1924-S Bril. Unc. $*21.00 

1890 Bril, proof 

4.50 

1924-D Bril. Unc. *21.00 

1913-S Ty. 2. Unc. bril. 

17.50 

1925-S Bril. Unc. *30.00 

1914-S Bril. Unc. 

8.50 

1925-D Bril. Unc *10.00 

1914-D Bril. Unc. 

9.50 

1926-S Bril. Unc *50.00 

1915-S Bril. Unc. 

8.50 

1926-D Bril. Unc. (sharp) * 3.25 

1915-D Bril. Unc. 

9.50 

1927-S Bril. Unc. *40.00 

1916-S Bril. Unc. 

*10.00 


1916-D Bril. Unc. 

* 9.50 

QUARTERS— BRIL. UNC. 

1917-S Bril. Unc. 

*13.50 

1916 Liberty Standing . 70.00 

1917-D Bril. Unc. 

*13.50 

1926-S Bril. Unc. 25.00 

1918-S Bril. Unc. 

17.50 

1927-S Bril. Unc. *37.50 

1918-D Bril. Unc. 

20.00 

1932-D Bril. Unc. *27.50 

1919-S Bril. Unc. 

*21.00 

1932-S Bril. Unc. 12.50 

1919-D Bril. Unc 

*21.00 

1936-D Bril. Unc. * 6.00 

1920-S Bril. Unc. 

*21.00 


1920-D Bril. Unc. 

*21.00 

From the above buying prices 

1921-S Bril. Unc. 

*30.00 

it is easy to see I piay top prices for 

1923-S Bril. Unc. 

*17.50 

choice and rare coins. 

Write me if you 

have any U. S. or foreign rare 


coins for sale 


• 

PLEASE NOTE CHANGE OF 

ADDRESS AFTER MARCH 1 


Old Address: 

Room 1020, Board 

of Trade Bldg., 141 W. Jackson Blvd., 


Chicago 4, 111. 


New Address: 


R. GREEN 

413 Blackhawk Street 


Chicago 10, Illinois 

TELEPHONE: 

MOHAWK 55 64 

To avoid disappointment please 

phone or write for appointment 
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Here is the Latest Thing for Coin and Stamp Collectors 

WETZEL WEL-BILT 

Moisture-Proof Cellophane Coin and Stamp Envelopes 

COIN ENVELOPES 

Four sizes of Wetzel Wel-Bilt Cellophane Coin Envelopes that 
care for and properly house the 22 coins of the United States. 
A size for every series. Easy to handle. Sealed with hot iron. 
Inexpensive but practical. These envelopes do solve your housing 
problem, and their merits will be investigated by every coin 
collector who has the best interest of his coin in mind. 


Size #1 100 for 75c 

Size #2 100 for 60c 

Size #3 100 for 45c 

Size #4 100 for 35c 


For silver Dollars. 

For Half Dollars. 

For Quarters, Twenty Cent pieces, Two 
Cent pieces. Half Cents, large Cents. 

For Cents, Nickels, Dimes, Three Cent 
pieces. Half Dimes. 

STAMP AND COVER ENVELOPES 

Here is the latest thing for stamp collectors. Protects your 
blocks of stamps from wear and tear. These envelopes solve 
your problems. Inexpensive and practical. 

Size #5 30 for 25c For block of four small stamps with 
plate number. 

Size #6 25 for 25c For block of four Commemorative stamps 
with plate number. 

Size #7 25 for 50c For first day covers 3%x6%. 

Order from your DEALER or direct from us. 


GOOD NEWS FOR RETAILERS: 

Write for wholesale price list of 

WETZEL WEL-BILT MOISTURE PROOF CELLOPHANE ENVELOPES 

Coin Dealers: 

It is your duty to the collecting public to see that their coins 
are properly protected. 


P. O. Box 235 


North Bergen, N. J. 
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DAVIU M. Bl LLOH A 

37 SOUTH 18th STREET 
PHILADELPHIA 3. PENNSYLVANIA 


ANOTHER PUBLIC AUCTION SALE 

CONTAINING CHOICE LOTS OF RARE EUROPEAN 
COLD COINS, CROWNS IN SUPERB CONDITION, 
CHOICE U. S. COLD, SILVER AND COPPER 
AS WELL AS MEDALS 

PAPER MONEY AND NUMISMATIC BOOKS 


WILL BE HELD ON 
SATURDAY, APRIL 12, 1947 

AT THE HOTEL BELLEVUE-STRATFORD, 
Philadelphia 

SEND FOR YOUR ILLUSTRATED CATALOGUE TODAY 

Registered Cable Address: Telephone: RIttenhouse 

BULCOIN 6-4233 
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SPECIAL OFFERINGS 

VALUES THAT SPEAK FOR THEMSELVES 


194 6 Booker T. Washington Half Dollars, brilliant uncirculated. 

Single $1.15; P,D,S, Set $4.00; two or more sets, per set, 

postpaid $ 3.76 

1946 Iowa Half Dollar, brilliant uncirculated GEMS, each, postpaid 3.50 
Commemorative Half Dollars, complete type set (47), all brilliant 

uncirculated. A “museum set” in four plastic holders 257.50 

Commemorative Half Dollars, another beautiful complete type set 

(47). In National Album 247.50 

Liberty Head Nickels, complete set, 1883 to 1912 (includes 1912-D, 

1912-S, Brill. Unc.) all brilliant proofs. In plastic holder .... 237.60 
Indian Head, Flying Eagle Cents, 1857 to 1909-S, all uncirculated 

(reddish brown to bright red, a nice set.) In National Album 277.50 
Lincoln Cents, complete set, 1909 to 1946, all uncirculated (reddish 

brown to bright red, a nice set.) In Popular Album 165.00 

Lincoln Cents, complete set, 1909 to 1946, all uncirculated (red to 

brilliant, a beautiful blended set.) In plastic holder 185.00 

Brilliant proof sets, 1936 $57.50; 1937 $23.00; 1938 $15.00; 1939 
$12.00; 1940 $9.50; 1941 $7.50; 1942 (6) $8.00; all seven 

sets in holders 125.00 

Brilliant Proof Jefferson Nickels, 1938 $2.50; 1939 $2.75; 1940 
$2.50; 1941 $1.85; 1942 Ty 1 $2.25; 1942 Ty 2 $1.50; com- 
plete Jefferson proofs (6) 11.50 

Brilliant proof Cents, 1937 $4.50; 1938 $1.75; 1939 $1.50; 1940 

$1.35; 1941 $1.00; 1942 90c; 1937 to 1942, complete set .... 9.50 

1946 P, D, S, Mint sets, brilliant Unc., each set 1.40 

1946-D, S Half Dollars, brilliant Unc. 75c; roll of 40 12.25 

1946-S Quarters, brilliant Unc., 40c; roll of 40 12.00 

1946 Roosevelt Dimes, last “roll call.” P, D, S, roll of each 17.50 

Washington Quarters, 1932 to 1946, brilliant uncirculated. Beautiful 
complete set, in plastic holders $95.00; or in National Coin 

Album 90.00 

Jefferson Nickels, 1938 to 1946, brilliant uncirculated. In Popular 
Album $10.50; or in plastic holder $14.00; or in National Coin 

Pages 11.50 

MORGAN DOLL.AItS, BRILLIANT UNC. 

$1.60 each — 1921, 1921-D, 1921-S 


$2.00 each — 1878-S, 1879-S, 1880-S, 1881-S, 1882-S, 1887-S, 89-S, 90-S, 
91-S, 97-S, any 5 $9.00 

$3.00 each — 1878-CC, 1880-P, 1882-P, 1886-S, 1888-S, 1890-CC, 1891-CC, 
1898-S, 1900-S, any five for $13.50 
$4.00 each — 1894-S, 1901-S, 1902-S, 1904-S, any three for $10.50 
$5.00 each — 1885-S, 1892-CC, 1883-S 
$9.50 each — 18 96-S Rare, catalogues $15.00 

PEACE DOLLARS, BRILLIANT UNC. 

$1.75 each — 1922, 1922-S, 1923-D. 1923-S 

$2.00 each — 1922-D, 1923, 1924, 1926, 1926-D, 1926-S, 1927, 1927-D, 1934, 
1935 

$2.50 each — 1921, 1924-S, 1925-S, 1927-S, 1934-D, 1935-S 
Complete set of Peace Dollars (24), All brilliant Unc., excepting the 1934-S 
(fine) $55.00 or in National Album $59.00 

All of above offerings shipped postpaid. Fast Servdce. 
Satisfaction guaranteed. 



BEBEE STAMP & COIIV CO. 

Rooms 411-412, South East National Bank Building 
1180 EAST 63rd STREET CHICAGO 37, ILLINOIS 
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1945— HUNGARIAN INFLATION CURRENCY— 1946 


The inflation period in Hungary reached a fantastic peak in June, 1946, 
when the government issued a one hundred quintillion pengo bank note. 
This is, without doubt, the highest denomination in the history of paper 
currency and the figure is astronomical when written out — imagine the 
impracticability of writing 100,000,000,000,000,000,000. 

It is obvious that some method of simplification was necessary in such 
a fantastic situation which led to the creation of two new monetary terms; 
the “MILPENGO'' for one million pengoes, and the “BILPENGO’* or “B.- 
PENGO'* for one trillion Pengoes (the Hungarian billion is one million 
million whereas we consider a billion to be one thousand million). 

The Pengo went out of existence in August of 194 6 and ceased to be legal 
tender . The Forint is now the Hungarian monetary unit and is based on 
the country’s gold reserve. 

(See pg. 97 of the Jan. 1947 “Numismatist” for list of denominations on 
display at the Chase National Bank, New York.) 


WE OFFER THE FOLLOWING HUNGARIAN INFLATION NOTES: 
Pengoes (pre-war exchange rate, 18 cents) 


100,000 

1 , 010,000 

10,000,000 

100,000,000 

1,000,000,000 

10,000,000,000 

100,000,000,000 

1,000,000.000,000 

10,000,000,000,000 

100,000,000,000,000 

1,000,000,000,000,000 

10,000,000,000,000,000 


(100 thousand) SZAZEZER PENGO. 

(1 million) EGYMILLIO PENGO. 

(10 million) TIZMILLIO PENGO. 

(100 million) SZAZMILLIO PENGO. 

(1 billion) EGYMILLIARD PENGO. 

(10 billion) TIZEZER MILPENGO. 

(100 billion) SZAZEZER MILPENGO. 

(1 trillion) EGYMILLIO MILPENGO. 

(10 trillion) TIZMILLIO MII.PENGO. 

(100 trillion) SZAZMILLIO PENGO. 

(1 quadrillion) EGYMILLIARD MILPENGO. 
(10 quadrillion) TIZEZER B.-PENGO. 



Our Price 

Oct. 

1945 

$ .40 

Nov. 

1945 

.45 

Nov. 

1945 

.50 

Mar. 

1946 

.50 

Mar. 

1946 

.60 

Apr. 

1946 

.60 

Apr. 

1946 

.60 

May 

1946 

.75 

May 

1946 

.75 

June 

1946 

.75 

June 

1946 

1.00 

June 

1946 

1.00 




1941_N0TES of occupied GREECE— 1944 

The notes listed below were in circulation during the German occupation 
of Greece from May, 1941, until the country was liberated by Allied air 
attack and British troops in October, 1944. 


ALL NOTES ARE IN GOOD TO FINE CONDITION UNLESS 
OTHERWISE STATED 


50 


50 

100 

1,000 

1,000 

5,000 

5,000 

10,000 

25.000 

60.000 


Drachma, 1943. Scarce 100,000 Dr., 

Used 50c. new $ .85 500.000 Dr.. 


Dr., 1944 Scarce 

Dr., 1941 Used .50, new . . 

Dr., 1941 Scarce 

Dr., 1942 

Dr., Ifr42 

Dr., 1943 

Dr., 1942 

Dr., 1943 

Dr., 1944 


.85 

1,000,000 

Dr., 

.75 

5.000,000 

Dr., 

.50 

10,000.000 

Dr., 

.30 

25,000,000 

Dr., 

.45 

200,000,000 

Dr., 

.60 

500.000,000 

Dr., 

.50 

2,000,000,000 

Dr., 

.50 

10,000,000,000 

Dr., 

.50 

100,000,000,000 

Dr., 


1944 

1944 

1944 

1944 

1944 Used .20, new 

1944 

1944 Used .20, new 
1944 U'^ei .20, new 
1944 Used .25, new 
1944 Used .35, new 
1944 Scarce 


.50 

.35 

.46 

.36 

.45 

.45 

.45 

.50 

,50 

.60 

2.50 


Exchange rate of pre-war Drachma, 7 cents 


TATHAM STAMP & COIN CO., SPRINGFIELD 98, MASS 
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Mew Aid for 
Collectors 


WHITMAN'S GUIDE BOOK 
OF U. S. COINS 


Handsomely bound In cloth, with gold- 
stamped cover. Size 5 Vs x 7% inches. 
Contains 256 pages of data and illustra* 
tions. Only $1.50. 


• One of the best ways to increase the pleasure to be derived 
from your coin collection is to know the interesting history of 
the various U. S. issues. Whitman • . . publishers of the Hand- 
book of U. S. Coins, now in its 5th Edition . . • has just 


published the new, Guide Book of U. S. Coins, not to be con- 
fused with any other coin book. A new, different kind of 
Catalog and Standard Price List — 1616 to Date — it includes 
such valuable information as • Brief History of American 
Coinage (Fully Illustrated) • Early American Coins and 
Tokens • Early Mint Issues; Regular Mint Issues • Private, 
State and Territorial Gold • Silver and Gold Commemora- 



tive Issues; etc. Get your copy today! 

See Your Coin Dealer or Write to the 

WHITMAN PUBLISHING COMPANY 

DEPT. HT • RACINE, WISCONSIN 



A172 


THE NUMISMATIST, March, 1947 


Friends : — 

With production getting into higher gear, coins are much more in demand 
again. Here is another batch of fine Crowns, one of each only. First come, 
first served. 


H. W. HOLZER 

Independent Numismatic Counsellor. Cataloguing, appraisals, advice. 
42-52 Layton Street, Elmhurst, N. Y. 

Order No. Description 

C 3. HOLY ROMAN EMPIRE. Maximilian I. Taler 1518. Bust r./lO shields 

RR— EX. F .'$60.00 

C 9. Archduke Ferdinand 1564-95. 2 Talers. Broad, EX. F 13 75 

C 15. Archduke Leopold. 2 Talers 1626. Portrait. VF 12!75 

C 16. Archduke Ferdinand. 2 Talers n. d. F 9 75 

C 20. Charles VI. 2 Talers (1715). EX. F ! ! 12 00 

C 24. Maria Theresa. Taler 1780 Levant. EX. F 2 00 

C 29. Francis II. Taler 1792 struck ns Cro^vnprince. UNC 15 00 

C 32. AUSTRIA. Franz Josef. Wedding 2 Florins 1879. Ah. UNC 3 00 

C 34. 5 Kronen 1900. Dull UNC 3 . 00 

C 36. 2 Florins 1887. Kuttenberg Mining issue, RR-PROOF * 19 75 

C 43. HUNGARY. Broad St. George Taler (1650). RR-Ex. F ' •*' gs'oo 

C 47. RUSSIA. Elizabeth. Timothy’s Rouble 1759. RR-VF 10 00 

C 48. Catherine the Gt. Rouble 1762. VF, choice 7 50 

C 49. Rouble. VG ‘ 2 50 

C 54. LATVIA. 5 Lati 1931. (Dollar). EX. F ’ 7 50 

C 57. DENMARK. Christian V. 8 Marks 1675. R-Fine 9!o0 

C 58. Christian VIII. Speciedaler 1845. F 3 00 

C 59. Frederick VII. Speciedaler 185o. F 3 00 

C 60. Christian IX. 2 Rigsdalers 1864. VF !!!! ! 3 50 

C 61. NORWAY. Christian V. 4 Marks 1681. EX. F ! ! 8 00 

C 62. Charles XIV. Speciedaler 1830. VG 175 

C 63. ENGLAND. Charles I. ^ Pound 1642. Oxford. F !.!!!.! 42.50 

C 65. William III. Crown 1695. VG * 3 25 

C 67. George I. Crown 1718. F ] ‘ 14 00 

C 71. George IV. Crown 1821. F ' 3 00 

C 72. Crown 1822. F !! . . . . . . 3.00 

C 73. Victoria. Crown 1844 Young bust. VF 7 50 

C 74. Crown 1845. F 3 50 

C 75. Crown. Jubilee type. VF 3 50 

C 76. Crown 1895. F ! ! ! ! ! .' " 3 00 

C 79. George V. Crown 1935. UNC ’* 6 00 

C 80. SCOTLAND. Anne. Crown 1707 E. VF 7 50 

C 81. Crown 1708. VF/F 6 00 

C 84. FRANCE. Louis XV. Ecu 1722. R-VF ! . 7 50 

C 87. First Republic. 5 Francs. VF 2 00 

C 89. Napoleon First Consul. 5 Francs. VG ! . ! 1 90 

C 93. Napoleon I. 5 Francs 1807. F ] i ’ 3 00 

C 94. 5 Francs 1809. Laureate. VF 3 50 

C 96. Louis XVIII. 5 Francs 1822. Ab. VF 190 

C 97. Charles X. 5 Francs. F !!.!.!!! 1 80 

C 98. 5 Francs. VF 2.10 

C 99. Louis Philip. 5 Francs 1831. VF i 2 40 

CIOO. 5 Francs, later type. F-VF 2 10 

C102. Second Republic. 5 Francs 1849. VF 2 35 

C103. 5 Francs 1850. VF 2*35 

cm. UTRECHT. Ducaton 1806. EX. F 3.90 

C113. BELGIUM. Leopold. 5 Francs 1849. VF 2.50 

C114. 5 Francs 1853. Crownprince Wedding. Ab. VF !.!!!!!!! 2!75 

C115. Leopold II. 5 Francs 1868. VF 2 25 

C116. 5 Francs 1869-70-71-73-75. VF !!!!!!'.!!! 2!25 

C118. Leopold III. 50 Francs 1939. UNC 5 75 

C120. MII^AN. NapoK^on. 5 Lire 1808. F l ’75 

C121. 5 Lire 1813. VF i];; 326 

C122. 5 Lire 1848. VF 2*50 

C124. NAPLES. Piastre 1805. VP 2!25 

C125. Ferdinand. Piastre 1847. VF 2.25 

Cl 26. PARMA. Marie Louise. 5 Lire. VF .!!!!!..!. 3.50 

C127. RETEGNO. Antony Ptolemy Trivulzio. Scudo 1726. VP . . 15 75 

C130. SAVOY. 5 Francs 1801. VF 3!50 

C131. Charles Felix. 5 Lire. VF 1 50 

C132. ITALY. Victor Emanuel. 5 Lire 1871. VF 2 25 

C134. Victor Em. III. 20 Lire 1928. VF 3*00 

C139. GENEVA. Ecu 1722. VP !!!!!!!!'.!! 6 50 

C140. Ecu 1794. Ab. VF 6.50 

Cl 45. SWITZERLAND. 5 Francs, head type. VF .....!! 2!75 

C146. 5 Francs, Tell type, large. VF [ 2 00 

C147. LIECHTENSTEIN. 5 Kronen 1900. UNC 7!50 


(To be continued) 
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Complete Line 

of 

WAYTE RAYMOND, INC. 
Coin Accessories and Publications 


STOCIvED AND SUPPLIED WITH PROMPTNESS 
TO INTERESTED PARTIES. WRITE TODAY IF 
UNADLE TO OBTAIN YOUR REQUIREMENTS 
FROM YOUR LOCAL SUPPLIER 


M. MEGURIG & SOIVS 

(Sole Distributor) 

116 NASSAU STREET NEW YORK 7, N. Y. 


WANTED 

Collections of United Stales and Foreign 

STAMPS 


of worth while size and merit 
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A LARGE AND DISTINGUISHED 

INTERNATIONAL COLLECTION OF MEDALS 

(2300 PIECES) 

OF THESE, there are about 500 specimens from popes, col- 
lected between 1910 and 1920 by Chamberlain C. A. Ossbahr, 
in Rome. 

The collection is card indexed in Swedish. 

All medals are with architecture and engineering works, such 
as buildings, bridges, monuments, ships, machines. 

Suitable for a literary work. 

The collection is probably worth from $50,000 to $100,000. 
1 am looking for a serious buyer. 

Swedish Platemoney: 8 Dalers, 1660. Weight 12.8 kg. Size, 
590 X 310 millimeters. Extremely fine. $5,000. Copy of the 
same in coppered white metal, $100. 

Please send me four Dollars, and I will send you my catalogue 
listing 16,000 coins, prices, and with 5,000 illustrations. There 
are coins from America, Balticum, Belgium, Denmark, a.s.o. to 
Sweden. Send in ordinary letter, or your check. 

•J. PEDERSEN 

Skolg. 24 Boras, Sweden 
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U. S. SMALL CENTS 


PLYING EAGLE 

PAIR TO 
-C.N. GOOD 

VERY 

GOOD 

PINE 

VERY 

PINE 

EXT. 

PINE 

UNC. 

PROOF 

1857 

$ .20 

$ .35 

$ .60 

$ 1.00 

$ 1.50 

$ 5.00 

— . 

1858 Large let . 

30 

.50 

.75 

1.50 

2.50 

8.00 

— 

1858 Small let 

35 

.60 

1.00 

2.00 

3.00 

9.00 

— . 

1859 or 1860 . . . 


.30 

.50 

1.00 

1.50 

4.00 

— 

1861 

1.00 

1.50 

2.50 

3.25 

4.00 

9.00 

— 

1862 

15 

.25 

.35 

.50 

.75 

1.25 

— 

1863 


.20 

.30 

.40 

.50 

.90 

— 

1864 

30 

.50 

.75 

1.25 

1.75 

3.50 

— 

INDIAN HEAD— 

1864 

Bronze 

25 

.40 

.75 

1.25 

2.00 

4.50 


1864-L on ribbon 

4.00 

6.50 

10.00 

— 

— 

— 

— 

1865 


.25 

.60 

1.00 

— 

3.00 

— 

1866 

1.00 

1.50 

3.00 

4.50 

6.00 

— 

615.00 

1867 

1.00 

1.50 

3.00 

— 

— 

— 

12.50 

1868 

1.00 

1.50 

3.00 

— 

— 

— 

— 

1869 

1.50 

2.25 

3.50 

4.50 

— 

13.50 



1870 

1.75 

2.75 

4.00 

— 

7.00 

— 

— 

1871 


3.50 

6.00 

8.50 

10.00 

— 

— 

1872 

3.50 

5.00 

8.50 

12.00 

— 

— 

— 

1873 or 1874 

35 

.75 

1.50 

2.50 

3.50 

6.00 

8.50 

1875 

50 

1.00 

2.00 

3.00 

4.50 

— 

10.00 

1876 

75 

1.50 

2.50 

3.50 

4.50 

7.00 

10.00 

1877 


11.00 

15.00 

18.50 

22.50 



f 

1878 

75 

1.25 

2.50 

3.50 

4.50 

— 

10.00 

1879 


.30 

.65 

1.00 

1.50 

2.50 

5.00 

1880 


.20 

.50 

.75 

1.00 

— 

5.00 

1881 


.20 

.50 

.75 

1.00 

— 

5.50 

1882 

10 

.20 

.35 

.55 

.75 

1.50 

3.50 

1883 


.•20 

.35 

.55 

.75 

— 

3.00 

1884 

15 

.25 

.50 

.75 

1.00 

— 

— 

1885 


.50 

1.25 

2.00 

3.00 

— 

8.50 

1886 


.25 

.50 

.75 

1.00 

— 

3.00 

1887 

05 

.10 

.25 

.40 

.60 



3.50 

1888 

05 

.10 

.30 

.50 

.75 

— 

3.00 

1889 


.10 

.25 

.40 

.60 

2.00 

3.00 

1890 or 1891 


.10 

.25 

.40 

.60 

1.50 

3.00 

1892 

05 

.10 

.25 

.50 

.75 

2.00 

4.00 

1893 


.10 

.25 

.40 

.60 

1.50 

4.00 

1894 


.25 

.45 

.60 

.75 

2.00 

4.00 

1895 


.10 

.25 

.40 

.60 



3.50 

1896 

05 

.10 

.25 

.50 

.75 

2.50 

— 

1897 or 1898 

05 

.10 

.25 

.40 

.60 

2.50 

5.00 

1899 


.10 

.25 

.40 

.60 

3.00 

6.00 

1900 

— 

.05 

.15 

.25 

.40 

2.00 

— 

1901 


.05 

.15 

.25 

.40 

1.50 

4.00 

1902 

— 

.05 

.15 

.25 . 

.40 

1.00 

— 

1903 

— 

.05 

.10 

.20 

.35 

1.00 

4.00 

1904 or 1905 

— 

.05 

.10 

.20 

.35 

.75 

3.00 

1906 

— 

.05 

.10 

.20 

.35 

.75 

4.00 

1907 

, . . . . — 

.05 

.10 

.20 

.35 

1.50 

5.00 

1908 

— 

.05 

.15 

.25 

.40 

1.00 

3.50 

1908-S 

— 

— 

2.75 

3.50 

4.50 

7.50 

— 

1909 

— 

.10 

.20 

.30 

.40 

1.00 

6.50 

1909-S 

— 

— 

12.50 

15.00 

18.00 

30.00 

— 


POSTAGE AND INSURANCE EXTRA ON ALL ORDERS UNDER f^.OO 



604 Race Street 


LU HIGGS 

Main 0123 


Cincinnati 2, Ohio 
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We are proud to announce that 
Mr. LOTUS SULLIVAN 
Has detailed us to sell his superb collection at 
AUCTION 

Containing one of the finest Cent collections in the United States. 

hiany of the large Cents are from the celebrated collections of Dr. 
French, Oscar Pearl, Michael F. Higgy, and other famous collectors. 
Nearly all the large Cents are uncirculated. 

1856 Cent, a perfect geih proof; 

1864 L to 1877 in superb condition; 

Proofs of all Indian Heads 

A beautiful type collection, and other rarities too numerous to mention. 

This catalogue is free; a postal card request will bring it to you. 

French ’s 

20 STATE STREET TROY, N. Y. 




THE NUMISMATIST, March, 1947 


A17T 




iVeW Fifth Edition 
Nomv Ready • 


ONLY 50c from your hobby dealer 
Size SYs X 7% in., 128 sewed pages 
Cloth bound, with gold-stomped cover 


WHITMAN HANDBOOK 
OF U. S. COINS 

Whitman’s Handbook of U. 

S. Coins, now in its fifth edi- 
tion, gives the latest pub- 
lished prices . . . provides 
the information you want 
about your collection. It is 
generously illustrated, logic- 
ally organized, sturdily 
bound to give plenty of use- 
ful service. 

Here are a few of the 
interesting features: How 
coins are made • Cleaning 
and preserving coins • How 
to determine the condition 
of coins • Location of mints 
and distinguishing marks 
photographically illustrated 
• Mint records — history of 
mints • Illustrations of all 
commemorative and regular 
types • List of prices paid by 
dealers, etc. 

PROTECT AND CLASSIFY YOUR COLLECTION WITH 

WHITMAN COIN FOLDERS 

Whitman Coin Folders are made for 
29 different types of coins . . . from 
one cent to silver dollar values. They 
fold flat to book size for convenient 
keeping in bookcase, desk, or lock- 
box. Order a supply from your 
dealer today. Only . . . 25c each. 


WHITMAN PUBLISHING COMPANY 

DEPT. HT • RACINE, WISCONSIN 
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Free Price Lists • Approval Service • Collections Bought • Appraisals Made 

CAPITOL COIN COMPANY 

Dealers In The Coinage Of The Entire World 

THE SILVER COINS OP SWITZERLAND 

A. Miscellaneous Talers up to 1801 

1. BASLE. About 1720. Broad double Taler. Basilisk and arms. Unc $30.00 

2. 1741. Basilisk and city view. EF 7.50 

3. BERN. REPUBLIC. 1679. Bear shield and eight crossed B’s. Unc 22.50 

4. 1795. Standing warrior. Rev. Crowned bear shield without frame. Unc. 9.50 

5. 1798. Standing warrior in oval frame. Rev. Shield as above in oval 

frame. Unc 12.50 

6. GENEVA. REPUBLIC. 1791. Liberty head with castle headdress. Fine 

condition 7.50. Fully Unc 

7. 1795. Rayed circle and arms. Unc 10.00 

8. 1796. As above, but design varies in several details. VF 7.50 

9. I.UZERNE. 1796. Arms and four L’s in shape of a cross. Rare. Unc 15.00 

10. ZURICH. 1761. City view. Unc 15.00 

11. 1768. Rampant lion. Unc 12.50 

12. 1783. Arms and value. About Unc 8.50 

13. HELVETIAN REPUBLIC. 4 Franken 1801. Standing warrior holding 

flag. Rev. Value in circle. Proof and very rare 27.50 

B. Dollars of the Cantons (4 Franken or 40 Batzen) 

14. APPENZELL. 1812. Warrior and bear. 2357 pieces struck. Proof. Rare 20.00 

15. 1816. New design. 1850 pieces struck. Very rare. Proof 25.00 

16. ARGAU. 1812. Warrior. 2527 pieces struck. Proof. Rare 17.50 

17. FREYBURG. 1813. Warrior and arms. 2429 pieces struck. Unc 15.00 

18. LUZERNE. 1813. Warrior. Very rare date. Proof 15.00 

19. 1814. Design as above. Proof ^^-99 

20. 1816. Arms and value. 3107 pieces struck. Unc 15.00 

21. SOLOTHURN. 1813. Warrior type. Only 250 pieces struck. Proof and the 

rnrpst coin of this series 30.00 

22. TICINO. 1814. Warrior type. 7921 pieces struck. Proof 15.00 

23. VAUn. 1812. Warrior type. 607 pieces struck. Proof. Rare 20.00 

24. ZURICH 1813. Arms and inscription. Unc 9.50 

C. Republic and Canton of Geneva 

25. 1848. 10 Francs or double Dollar. Arms and value design. Only 385 pieces 

struck. Very rare. Proof 32.60 

26. 1851. 10 Francs. Design as above. 678 pieces struck. Proof 27.50 

27. 1848. 5 Francs. Design as above. 1176 pieces struck. Proof 15.00 

D. Comnieinorative Dollars of the Swiss Shooting Festivals 

28. GRAUBUNDEN. 1842. Throe shields. 6000 struck. Unc 12.50 

29. GLARUS. 1847. Standing saint. 3200 struck. Proof 20.00 

30. SOLOTHURN. 1855. Lettered edge. 3000 struck. Unc 12.50 

31. BERN. 1857. Standing warrior. 5195 struck. Unc 8.50 

32. ZURICH. 1859. Standing rifleman. 6000 struck. Unc 7.50 

33. MDWALDEN. 1861. Heroic statue. 6000 struck. Unc 8.50 

34. CHAUX HE FONDS. 1863. Seated female. Unc 7.50 

35. SCHAFFHAUSEN. 1865. Female and child. Unc 7.00 

36. SCHWYZ. 1867. Rampant lion. Unc 7.00 

37. ZUG. 1869. Warrior with flag. Unc 7.00 

38. ZURICH. 1872. Standing female. Unc 6.00 

39. ST. GALLEN. 1874. Kneeling warrior. Unc 5.25 

40. LAUS.YNNE. 1876. City view. Unc 6.2o 

41. BASI.E. 1879. Warrior with staff. Unc 6.o0 

42. FRIBOURG. 1881. City view. Unc 5.50 

43. LUGANO. 1883. Train in tunnel. Unc 5. 2 d 

44. BERN. 1885. Female and bear. Unc 5.00 

E. Regular Dollar Issues from 1873 to 1935 

45. 1873, 4. Seated female. Unc .,5 ?9 

46. 1889. Laureate Liberty head. Brill. Proof 12.50 

47. 1881, 88, 1909. Design as above. Unc. Each 5.00 

48. 1922,3. Male bust. iTnc 4.00 

49. 1925. Male bust but different reverse. Unc 4.00 

60. 1931-35. Reduced size. Male bust. Unc 3.00 

F. New Commemorative Issues 

51. 19.34. Fribourg shooting festival. Brill. Proof 5.00 

52. 1936. Armament fund. Kneeling female. Unc 4.50 

53. 1939. Luzerne shooting festival. Kneeling rifleman. Unc 4.25 

54. 1939. Zurich Exposition. Farming scene. Unc 4.00 

55. 1039. T.,aupen Anniversary. Warrior. Unc 4.00 

56. 1041. Confederation Anniversary. Three figures. Unc 3.75 

57. 1944. St. Jakob Anniversary. Kneeling figure. Unc 3.75 

AVhat else can we offer you? A complete stock of all series of coins is 

always on hand. A request places you on our mailing list. 

CAPITOL COIN COMPANY 

Robert Friedberg 

Bov lir>. Steinway Station Long Island City 3. N. Y. 

Cable Address: CAPITCOIN, NY. Phone: RAvenswood 8-4884 
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U. S. HALF DOLLARS 



Good 

V. G. 

Pine 

Unc. 

1892, 93, 94 


$1.00 

$2.00 

$ 4.00 

1882-0 

$1.50 

2.25 

3.50 

12.00 

1893-0 

1.50 

2.25 

3.00 

18.00 

1893-S 

2.25 



1894-0 

1.50 

2.25 


20.00 

1894-S 

1.50 

2.25 


20.00 

1895 

1.25 

1.75 

2.50 

4.50 

1895-0 

1.25 

2.00 


17.50 

1895-S 

1.50 

2.50 


1896, 97, 98 


1.25 

2.00 

5.00 

1896-0 

1.75 

2.50 


27.50 

1896-S 

2.00 

3.00 


1897-0 

2.00 

3.00 



1897-S 

2.50 

3.50 



1898-0 

1.75 

3.00 



1898-S 

1.50 

2.50 

3.50 


1899, 1900 


1.25 

2.00 

4.50 

1899-0 

1.25 

1.50 

2.50 

14.00 

1899-S 

1.25 

2.00 

3.00 

16.50 

1900-0 

1.25 

1.75 

3.00 

22.50 

1900-S 

1.25 

2.00 

3.00 

22.50 

1901, 03 


1.25 

2.00 

4.00 

1901-0 

1.25 

2.00 

4.00 

1901-S 

1.75 

3.00 


1902-0, 03-0 

1.25 

1.75 

2.50 


1902 


1.25 

2.00 

5.00 

1902-S 

1.50 

2.50 

1903-S 

1.75 

2.75 



1904, 05 


1.25 

2.00 


1904-0 

1.25 

1.75 

2.50 


The 

above 

uncirculated 

Half 




Good 

V. G. 

Fine 

line. 

1904-S 


1.75 

3.00 



1905-0 


1.75 

3.00 


20.00 

1905-S 


1.25 

1.75 

2.50 

18.50 

1906 



1.25 

2.00 

4.50 

1906-D 



1.25 

2.00 

8.00 

1906-0 


1.25 

1.50 

2.50 

1906-S 



1.50 

2.50 

15.00 

1907, 08, 

09 


1.25 

2 00 

1907-D 



1.25 

2.00 


1907-0 



1.25 

2 00 


1907-S 


1.00 

1.25 

2.50 


1908-D 



1.25 

2.00 


1908-0 



1.25 

2 00 

12.50 

1908-S 


1.00 

1.50 

3.50 


1909-0 



1.25 

2.50 


1909-S 


1.00 

1.50 

2.50 


1910, 11, 

12 

1.00 

1.50 

2.00 

4.50 

1910-S 


1.25 

1.75 

3.00 

1911-D 


1.00 

1.25 

2.50 


1911-S 


1.25 

1.75 

2.50 

8.00 

1912-D 


1.00 

1.50 

2 50 


1912-S 


1.25 

1.75 

2.75 


1913, 14 


1.25 

1.75 

2.75 


1913-D 


1.00 

1.50 

2.50 

12.00 

1913-S 


1.50 

3.00 

4.00 

1914-S 


1.25 

2.00 

3.00 

18.50 

1915 


1.75 

2.50 

4.00 

8.50 

1915-D 


1.00 

1.50 

2.00 

10.00 

1915-S 


1.25 

2.00 

3.50 

20.00 


Dollars, all in gem condition 


MISCELL A NEOU8 


Lincoln Cents, Brill. Unc. 1934-P to 1946-P-D-S, 38 pcs 
1909-S Lincoln Cent G.-V. G. .50; fine 


.$2.60 

75 

1914-D Lincoln Cent G.V. G. 1.50; fine 


3 00 

1922-D Lincoln Cent G.-V. G. .15; fine 


35 

1924-D Lincoln Cent G.-V. G. .30; fine 


76 

193 1-S Lincoln Cent G.-V. G. .50; fine 


75 

1910-S, 11-S, 12-S, 13-S, 14-S, 15-S, 2 1-S Cents G.-V. G. 

All other dates except 22 plain 5c each; P.-V. F 

1916-D Dime Good 3:00: V. G ... 

.15 ; fine . . . 

. .60 

. .10 

1921-P-D Dime G.-V. G. .40: fine 


1 50 

1924, 25, 26, 27, 28, 29, 29-b, 30 “P’" mints. Fine to Abt. Unc. at . 
Other dates in stock. 

. .75 

Postage and insurance extra on orders under $10.00. 



Wanted to buy. Brill. Unc. and proof coins. Please state condition and price 
in first letter. Your want list given prompt and careful attention. 


FEDERAL COIN EXCHANGE 

MICHAEL KOLMAN, JR. 


812 Carnegie Hall 


Cleveland 15, Olilo 
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LIBERTY SEATED 


QUARTERS 

1840-0 No drapery .$ 2.00 
Very fine .... 3.00 

1840-0 Small date, 
SCARCE. Fine 
15.00; V. f. ... 25.00 
1842-0 Lgre date v.g. 2.50 
1853 No Rays or Ar- 
rows. V. g-. 

25.00; V. f. ... 45.00 

1853 With rays, v.g. .50 
V. f. 1.00; unc. 3.00 

1853-0 V. g. 1.75; 

fine 2.00 

1854 Fine .75; x. f. 1.50 

1855 Very fine 1.50 

1855-S VERY RARE, 

X. f 90.00 

1856 V. g. .75; fine. . 1.00 

1857 V. g. .75; v. f. . 1.25 

1857-0 Bril. unc. . . 7.50 

1857-S Scarce, fine.. 12.50 

1858 Fine .75; v. f. 1.25 
Bril, proof . . . 15.00 

1859 Fine 1.00; v. f. 1.25 

Bril, unc 3.00 

1860 Fine 1.50 

1861 V. g. .75; v. f... 1.25 

1861-S Very scarce, 

abt. unc., mint 
lustre 32.50 

1862 About unc. . . . 3.00 

1866 MOTTO; bril. 

proof 12.50 

1867 Bril, proof . . . 12.50 

1868-S RARE bril. 

unc 40.00 

1873 With arrows, 

V. g. $1.00; fine 1.50 

1873- S With arrows 

fine 3.50 

Brilliant unc.. 20.00 

1874- S Bril. unc. . . 20.00 

1875 Good .50; fine. . 1.00 

1876 Fine 1.00; e.f. 1.50 

1876-CC Fine 1.25; 

V. f 

1876- S Bril. unc. . . 
1S77-CC V. g. .75; 

V. f 

1877- S Very fine . . . 

Br. unc. prf. 
surface 

1878 Fine 

1878- CC Very fine.. 
Brilliant unc.. 

1878-S VERY RARE 

V. g 

1888-S Very fine . . . 

1891 Fine 

1891-0 Very Rare, 

fair 

about unc. and 

choice 

1891-S Bril. unc. . . 


HALVES 

1839 No Drapery. 

Unc $ 25.00 

1839 With Drapery. 

V. f. 8.50; e. f. 11.00 
Uncirculated . 15.00 

1840 Fine 3.00; b. u. 15.00 
B.U. recut 8 . . 20.00 
B.U. recut date 22.50 

1841 Bril. unc. with 

prf. surface . . 17.50 

1841- 0 Fine 2.00; vf. 3.00 

1842 Small date vg 1.50 
e. f. 5.00; unc. 10.00 

1842 L.ge. date unc. 10.00 

1842- 0 Lge date vf 2.50 

1843 F. 2.00; br. unc 8.50 

1843- 0 F. 1.25; br. 


unc 7.50 

1844 Fine 2.50; br. 

unc 10.00 

b.u. recut 44.. 17.50 

1844- 0 Bril. unc. . . 7.50 

B.u. recut date 17.50 

1845- 0 Unc, prf surf 8.00 
Recut date bu 17.50 

1846 Small date, unc 

with recut 8.. 15.00 

1846- 0 vf 2.50; b. u. 6.00 

1846 Tall date b. u. 9.00 

1847 About unc. . . . 5.00 

1847 O Very good.. 1.25 

1848 E. f. recut 18 20.00 

1848- 0 V.g. 1.50 b.u. 12.50 

1849 Brilliant unc. 7.50 
V. f. recut 1&8 15.00 

1849- 0 Fine 2.50; 

unc 8.00 

recut 9, abt u 12.50 

1852- 0 SCARCE br 

unc 20.00 

1853 Rays and ar- 
rows, V. g. 1.50; 

V. f 2.50 

e. f. 4.00; b. u. 9.00 

1853- 0 Rays and ar- 
rows, v.g. 2.00; 

V. f 3.50 

e. f. 6.00; b. u. 12.50 

1853- 0 Re-cut date 

vg 5.00; vf .... 10.00 

1854 Fine 1.50; v. f. 2.50 

1854 Re-cut date 
brilliant unc... 22.50 

1854- 0 Vg. 1.00; abt 

unc 3.00 

1854- 0 Recut Date, 

V. f. 3.00; br. 

unc 12.50 

1855 Uncirculated . 10.00 
55 recut br unc 17.50 

1855- 0 Vg 1.00; v.f 1.60 
Brilliant unc.. 8.50 
Recut date br 

unc 10.00 

1855-S Very Rare; 
Chinese chop- 
mark on either 
side, unc 65.00 


HALVES 

1856 Brilliant unc. .$ 4.75 
1856-0 Vg 1.25; abt. 


unc 3.50 

recut date br 
unc 12.50 

1857 Ef. 3.00; bril. 

unc 6.00 

1857-0 Vg 1.75; br 

unc 8.00 

1857- S vg 12.50; vf 22.50 

1858 vf 2.00; br unc 4.00 

1858- 0 vg 1.00; vf . 1.50 

Brilliant unc.. 5.50 

1858- S Very Scarce, 
vf 17.50; abt. 

unc 27.50 

1859 fine 2.00; br u 5.00 

1859- 0 Vf 1.75; br 

unc 6.75 

1859- S Vg 7.50; ef. 15.00 

1860 Fine 2.50 

Bril, proof .... 20.00 

1860- S Vg 4.00; fine 6.00 

1861- 0 Vf 2.50; br 

unc 5.00 

1862 Ef 4.00; br pf. 15.00 

1862- S Vf 6.00; abt 

unc 12.50 

1863- S Vf 4.00; abt. 

unc 10.00 

1864- S Vf 6.50; abt. 

unc 10.00 

1865 Brill, proof . . . 19.50 
1866-S No motto vg 8.50 
f. 11.50; e. f. 20.00 

1866- S Motto V. g... 4.00 

f. 6.50; bril unc 20.00 

1867- S Ef. 8.00; abt. 

unc 12.00 

1868 Brill, proof . . 12.50 

1869 F. 2.00; br. pf. 12.50 

1869- S G. 1.25; fine 3.00 

1870 F. 2.50; br. pf. 12.50 

1870- S Fine 4.00 

1871 Ef. 3.00; bril u 5.00 
Brill, proof . . 12.50 

1871- CC RARE vf . . 25.00 

1871- S Vg 2.25; vf . 5.00 

1872- CC RARE vf . . 25.00 

1872- S Fine 5.00 

1873 No ar br prf 12.50 

1873- CC No arrows 

vf and rare... 25.00 
1873 Arr. f 1.25; ef 4.50 

1873-CC Arrows fine 12.50 

1873- S Arr. fine . . . 6.50 

1874- S Fine 6.50 

1875 Brilliant pf. . . 10.00 

1875- CC Ef. 3.00; bu 6.50 

1876- CC F 2.00; bu 9.00 
1877 Ef 2.00; br pf 10.00 

1877- CC Abt unc. . . 3.50 

1877-S Au 2.25; bu. 9.00 
1879 Brill, proof . . . 9.00 


FREE; 50-page U. S. list 
and 72-page Foreign list. 


1.75 

2.50 


1.25 

1.00 


6.00 

1.00 

3.00 
7.50 

50.00 

1.25 

1.00 


12.00 

100.00 

2.50 


YOUR WANT LIST WILL BE GR^EN OUR PRO>IPT REPLY 


BEN’S STAMP & COIN COMPANY 

BENJAMIN C. DREISKE, Owner 
72-74 West Washington Street, Suite 204-8, Cliicago 2, Illinois 
TELEPHONE DEARBORN 0148 
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COMMEMORATIVE COINS 


All Uncirculated Unless Otherwise Stated 


1892 Columbian Exposition . . . 1.00 

1893 Columbian Exposition .... 1.00 

1893 Isabella Quarter 9.00 

1900 Lafayette Dollar 12.50 

1915 Panama-Pacific Expos. . . 20.00 

1918 Lincoln 3.00 

1920 Maine Centennial 5.00 

1920 Pilgrim Tercentenary . 2.00 

1921 Pilgrim Tercentenary . 6.50 

1921 Alabama. Plain 7.50 

1921 Alabama. 2*2 13.50 

1921 Missouri 32.50 

1921 Missouri. 2x4 32.50 

1922 Grant Memorial 2.50 

1922 Grant with star 60.00 

1923 Monroe Doctrine 2.50 

1924 Hu^enot Walloon 3.75 

1925 California Jubilee 5.00 

1925 Lexington-Concord 3.00 

1925 Norse, thin (medal) 6.50 

1925 Norse, thick (medal) 2.50 

1925 Stone Mountain 1.25 

1925 Vancouver 15.00 

1926 Philadelphia Sesqui 2.50 

1927 Vermont 6.00 

1928 Hawaiian Sesqui 30.00 

1934 Maryland 2.50 

1935 Connecticut 7.50 

1935 Hudson 15.00 

1935 Old Spanish Trail 12.50 

1935 San Diego 2.25 

1936 Albany, N. Y 2.75 

1936 Bridgeport 2.50 

1936 Cincinnati. Set of 3 25.00 

1936 Cleveland 1.75 

1936 Columbia. Set of 3 8.50 

1936 Delaware Tercentenary . 3.00 

1936 Elgin, 111 2.25 

1936 Gettysburg 4.00 

1936 Long Island 1.50 

1936 Lynchburg 3.50 

1936 Norfolk 4.50 

1936 Rhode Island. Set of 3 7.00 

1936 Robinson 1.75 

1936 San Diego 2.50 


HENRY 


1936 San Francisco $ 3.50 

1936 Wisconsin 2.25 

1936 York County, Me 2.00 

1937 Antietam 6.50 

1937 Roanoke Island 3.00 

1938 New Rochelle 3.50 

1935 Arkansas Centennial 2.25 

1935 Arkansas. S mint 4.50 

1935 Arkansas. D mint 4.50 

1936 Arkansas. Set of 3 . 5.50 

1936 Arkansas. P mint 2.00 

1937 Arkansas. Set of 3 12.50 

1938 Arkansas. Set of 3 20.00 

1939 Arkansas. Set of 3 65.00 

1934 Boone Bicentennial 2.50 

1935 Boone 2.00 

1935 Boone, D mint 4.00 

1935 Boone. S mint 4.00 

1935 Boone. Small 1934 2.00 

1935 Boone. Sm. 1934. D & S . 70.00 

1936 Boone 2.00 

1936 Boone. D & S mint 9.00 

1937 Boone 2.00 

1937 Boone. D & S mint 57.50 

1938 Boone. Set of 3 70.00 

1926 Oregon Trail 2.00 

1926 Oregon. S mint 2.00 

1928 Oregon 4.50 

1933 Oregon 6.50 

1934 Oregon 3.75 

1936 Oregon 2.50 

1936 Oregon. S mint 6.75 

1937 Oregon 2.00 

1938 Oregon. Set of 3 12.50 

1939 Oregon. Set of 3 32.50 

1934 Texas Centennial 2.50 

1935 Texas, Set of 3 5.50 

1936 Texas. Set of 3 5.50 

1937 Texas. Set of 3 7.00 

1938 Texas. Set of 3 30.00 

1946 Iowa 3.50 

1946 B. T. Washington (3) . . 5.00 

Complete set of Unc. Commemo- 
rative Half Dollars, 111 pieces 

in two albums 675.00 



New York 33, N, Y. 


P. O. Box No. 135 
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REAL QUALITY AT FAIR PRICES 


FIRST CXASS UNCIRCULATED 


ROLLS 

CENTS 

1939- S $ 1.90 

1940- S or D 1.40 

1941 1.15 

1941- S or D 1.45 

1942 1.00 

1942- S 5.75 

1942-D .95 

1944-P or D .75 

1944- S .80 

1945- S .75 

1946- D .70 

NICKELS 

1936 6.00 

1936- D 9.00 

1937- S 12.00 

1937- D 9.00 

1938- D BufEalo 4.00 

193a.S Jefferson H.OO 

1940-D 5.50 

1942- P Type I 7.25 

1944- P or D 2.65 

1943- S 2.90 

1945- S or D 2.45 

1946- D 235 

1946-S 2.65 

DIMES 

1935 15.00 

1937 10.00 

1935-S 27.50 

193S-D 15.00 

1939- D 12.50 

1940- S 8.00 

1946-D 5.60 

QUARTERS 

1926-D 45.00 

1937-D (1 roU) 25.00 

1939 22.50 

1939-D (1 roU) 23.50 

1945-D 10 rolls for 111.50 

HALF DOLLARS 
1942 10 rolls for 127.50 

1944- D 10 rolls for 117.50 

1945- D 10 rolls for 111.50 


B. 

U. SINGLES 



lOc 

25c 

50c 

1928 

$1.25 

— 

— 

1929 

85 

— 

— 

1928-D 

— 

$1.85 

— 

1929-D 

1.40 

— 

— 

1930 

1.15 

— 

— 

1931-D 

2.00 

— 

— 

1934 

.75 

— 

$1.90 

1934-D 

70 

— 

2.15 

1935 

.50 

— 

2.00 

1935-S 

60 

— 

— 

1935-D 

— 

— 

2.25 

1936 

.40 

— 

1.75 

1936-S 

.75 

1.90 

— 

1936-D 

.60 

— 

1.90 

1937 

35 

1.20 

1.50 

1937-S 

.60 

— 

2.90 

1937-D 

40 

1.00 

1.70 

1938 

.35 

— 

1.50 

1938-S 

.65 

— 

— 

193S-D 

.40 

— 

— 

1939 

30 

.85 

1.50 

1939-D V. . . 

35 

.95 

1.40 

1940 

.25 

1.10 

1.25 

1940-S 

30 

.75 

1.50 

1940-D 

.25 

— 

— 

1941 

.25 

.70 

1.10 

1941-S 

30 

.75 

1.10 

1941-D 

25 

.60 

1.00 

1942 

25 

.60 

.90 

1942-S 

30 

— 

1.25 

1942-D 

25 

.60 

1.00 

1943-P or D 

.25 

.50 

1.00 

1943-S 

25 

.60 

1.10 

1944-P, S, D 

25 

.50 

.90 

1945-P, S, D 

.20 

.50 

.90 

1946-S 

.15 

.40 

— 

1946-D 

15 

.40 

.90 

1946 

.15 

— 

— 


No orders for less than $2.50 please. 
All shipped postpaid. 

Still buying Barber Dimes, Quarters, 
and Halves. I want only the very scarce 
dates in good and VG; others VF or 
better. 


JOHN K. PRANTER 

617 Western Union Bldg. 


Houston 2, Texas 
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Highlights in Auction Sale of 

MARCH 15. 1947 

1856 FLYING EAGLE CENT, GEM PROOF, AW-207 (13-15 minted) 
COMPLETE SET OF INDIAN CENTS IN GEM CONDITION 
FOUR 1885 LIBERTY NICKELS (2 each, UNC. and PROOFS) 
1845 Date re-engraved, and 1854 QUARTERS IN PROOF 
(Both unlisted in the Standard Catalogue) 

1853 over 52 QUARTER, BRILL. UNC. GEM 
1885 THREE DOLLARS GOLD, PROOF 
MASONIC CHAPTER PENNIES and STORE CARDS 
MAGNIFICENT COLLECTION OF CHINESE SILVER 
BAWBEES AND BODLES OF SCOTLAND as weU as a fine 

collection of 

ENGLISH AND IRISH COINS AND TOKENS 
COINS OF KANDY, KASHMIR and BYZANTINE 
COLONIAL NOTES AND FRACTIONAL CURRENCY 


1 

I 

I 

\ 

\ 


I 

I 

I 

! 

! 


SEVERAL CONSIGNMENTS WANTED 
FOR MY NEXT PUBLIC AND MAIL BID SALE 
MAY 2, 3, 4, 1947 
Held During the Convention of the 
CENTRAL STATES NUMISMATIC ASSOCIATION 
INDIANAPOUS, INDIANA 


Collectors not on my mailing list should write for catalogues of the 
above two sales. They are free. 



Cable Atldres.s: KATEIVCOIN, NEW HAVEN 



THE ONLY FULL TIME COIN DEALER IN CONNECTICUT 
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We extend a hearty welcome 
to the new members of the A. N. A. 



An institntion devoted exclusively to 
nnmisimatics. We employ an 
adequate staff of experts 
in all fields 

UNITED STATES 
ANCIENT, FOREIGN 
ORIENTAE-LATIN AMERICA 
COINS-PAPER MONEY 


Publishers: 

COLLECTORS’ STANDARD REFERENCE BOOKS 
NUMISMATIC REVIEW 
NUMISMATIC GUIDE 
STACK’S FIXED PRICE LISTS 
(Free upon request) 

• 

AUCTIONEERS— APPRAISERS 

Your wants solicited, and a card places your 
name on our mailing list 



Stack ’s 

12 West 46th Street New York 19, N. Y. 
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Stack *s 

special Department of 



This department is created for the collector who is reluctant to seU 
at auction, or to submit his coins for an offer. All you have to do is to 
send them in with THE PRICES YOU WANT, and we will endeavor 
to sell them for you at the prices YOU SUGGEST. 

THERE IS NO GUESS WORK; YOU WILL KNOW IMMEDI- 
ATELY HOW MUCH YOU WILL RECEIVE FOR YOUR COINS. 

Our large “over the counter” and mail order departments give you 
an advantage few dealers can offer. An enormous number of collectors 
visit our salesroom every year, and our competent staff of experts know 
how to sell your coins. 

Our nominal brokerage fee is your only cost. No extra charge for 
insurance against fire or theft. 

Brokerage Fees: 


$ 25.00 Coins 15% 

$ 50.00 Coins 121 / 2 % 

$100.00 or more 10% 


Unless in conjunction with a collection, individual coins valued at less 
than $25.00 are respectfully declined. Correspondence invited. 

Hundreds of collectors have found this a very successful service. Why 
not try a small consignment and be surprised at our quick results? 

PROMPT SETTLEMENTS GUARANTEED. 



Stack ’s 

12 West 4Cth Street New York 19, N. Y. 
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Double Header Auction May 5th 

TWO CHOICE CONSIGNMENTS FROM COLORADO AND CALIFORNIA 

Consisting of 

HALF CENTS COMPLETE, extremely fine to uncirculated 
LARGE CENTS COMPLETE, extremely fine to uncirculated 
SMALL CENTS COMPLETE, uncirculated and proof 
TWO, THREE, FIVE CENTS COMPLETE, uncirculated and proof 
HALF DIMES, only a very few missing 
DIMES COMPLETE, with the exception of only seven 
UBERTY STANDING QUARTERS COMPLETE, uncirculated 
UBERTY STANDING HALVES COMPLETE, mostly uncirculated 
ROLLS, large selection, uncirculated 
CURRENCY, nice selection, mostly crisp 
and 

A Choice Collection of United States Gold From $1 Through $20 

¥ 

OUR REPUTATION 
Is Based Upon A Continuous Flow Of 
QUALITY SALES 



HOLLIISBECK STA.1IP & COIN COAIPANY 


A. M. Kagin 

400 ROYAL UNION BLDG. 



Paul Kagin 

DES MOINES 9, IOWA 


DEALERS IN FL\E COINS FOR DISCRIMINATING COLLECTORS 
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B. A. SEABY, LTD. 

JUST PUBLISHED; 

1947 Edition 
The Standard Catalogue 
of the Coins of 

GREAT BRITAIN AND IRELAND 

Prices completely revised and brought up to date. 

This covers the whole range from the time of the 
Ancient Britons to the present day. Every denomination 
of every reign is included, and from Norman times most 
types; in all, over 2850 coins are listed, with their pres- 
ent values. Over 340 illustrations. Lists of mints, 
mint-marks, etc. 

No collector can afford to be without a copy, 

Sl.OO post free, from the Publishers, or order through 
any American coin dealer 

• 

PUBLISHED MONTHLY: 

SEABY’S 

COIN AND MEDAL BULLETIN 

A periodical for all interested in numismatics 
Contains: 

News from the Numismatic Societies 
Short articles and Notes on Coins and Medals 
Your Questions Answered 
Letters to the Editor, etc., etc. 

Also pages of lists of coins and medals for sale 
including gold. Greek, Roman, English and 
foreign coins and medals; war medals, deco- 
rations, books, etc. 

Subscription price for 1947, 2s. 6d., or 50 cents. 
Binding cases for a year’s Bulletins, 2s. post free. 

• 

B. A. SEABY, LTD. 

65 Great Portland St. London W. 1, England 
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HERE IT IS, AT LAST 


Your problems are over. You can now 
mount your foreign and American coins, 
medals* etc., to please yourself. 


With this precision tool you can cut holes 
to fit your coins up to three and one half 
inches in diameter— and you can lay out your 
coins in exactly the way you wish to exhibit 
them. 



SIMPLE-PRACTICAL 

GUARANTEED 
Price, $5.00 complete 



PAT. PENDING 
% ACTUAL SIZE 


Blank cardboard pages 7 1-2x14 inches, six for $1.00. 

8x5 5-8 inches, eight for $1.00. 6x9 1-2 inches, seven for $1.00. 

Special sizes on request. 


DEL MONTE COIN COMPANY 

40 West 18th Street New York 11, N. Y. 
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"Home of America ’s 



Finest Coin Sales’ 


THE CONVENTION AUCTION SALE 
will iiucludle a splendlidl collection 
of 

400 FOREIGN GOLD COINS 
to Oe sold for the account of 
MRS. DOROTHY WHITE 
of New York City and Miami, Fla. 

Consignors for this outstanding sale will benefit greatly because: 

(1) 8,500 catalogues will be distributed (several times the 
usual number for an auction sale). 

(2) Over 300 collectors are expected to attend the Convention 
(several times the average auction attendance). 

The same terms as usual, the same service that collectors have come 
to expect from the Numismatic Gallery. Greater benefits at no extra 
cost. 


Abner Kreisberg 


A. Kosoff 

42 East 50th Street New York 22, N. Y, 


CABLE ADDRESS: NUMGALLERY 


A190 


THE NUMISMATIST, March, 1947 


VALUES FROM BURTON’S 


$1 GOLD 


1849 

Open 

wreath 


XF . . 

$10.00 

1849- 

O 

<1 

12.00 

1851 

XF. . . 

7.50 

1851 

Unc. . . 

9.00 

1851- 

O VG. . 

6.50 

1851- 

-O F. . 

8.00 

1852 

VG. . . 

.... 5.00 

1852 

F. . . . 

6.00 

1852 

Unc. . 

8.50 

1853 

F. . . . 

6.00 

1853 

XF. . . 

7.00 

1853 

Unc. . . 

8.50 

1853- 

-OF... 

7.50 

1854 

Type 1 

F 6.50 

1854 

Type 1 

XF. . . 7.50 

1854 

Type 1 

Unc. . . 8.50 

1854 

Type 2 

F 6 50 

1855 

Fair-good .... 4.00 

1856 

Upright 5 XF.. 9.00 

1856 

Slant. 5 A. Unc. 10.00 

1857 

VF. . . 

7.00 

1857 

XF. . . 

8.00 

1857- 

-S XF. . 

30.00 

1858 

F. . . . 

7.00 

18'9 

VF. . . 

7.50 

1859 

Unc. . . 

10.00 

1861 

XF. . . 

8.50 

1862 

XF. . . 

8.00 

1873 

VF. . . 

6.50 

1873 

XF. . . 

8.00 

1874 

Unc. . . 

9.50 

1883 

Proof . 

20.00 

1888 

Proof . 

20.00 



GOLD 

1834 

No motto VF. 15.00 

1836 

VF. . . 

13.50 

1 V ? • 


17 50 

1845 

vf! ! . 

12.40 

1847 

F. . . . 

11.00 

1849 

VF. . . 

15.03 

1850 

XF. . 

15.00 


1850- 0 XF 15.00 

1851- 0 VF 13.50 

1852 VF 10.00 

1852 XF 12.00 

1852- 0 VF 15.00 

1853 VG-F 8.00 

1854 F 8.50 

1861 VF 10.00 

1861 Unc 14.00 

1866-S F 12.00 

1873 F 8.50 

1873 VF 10.00 

1878 XF 10.00 

1878-S VF 10.00 

1879 XF 12.00 

1893 XF 13.50 

1896 Tine 15.00 

1897 XF 12.50 

1899 XF 12.50 

1901 VF 10.00 

1903 Unc 11.50 

1904 Unc 11.50 

1905 Unc 11.50 

1906 Unc 11.50 

1907 Ab. Unc 10.00 

1908 Fair 6.00 

1908 F 8.00 

1908 VF 8.50 

1908 XF 9.00 

1909 F 8.00 

1909 VF 8.50 

1909 XF 9.00 

1910 VF 8.00 

1910 XF 9.00 

1910 Unc. 10.00 

1911 F 8.00 

8 50 

lO'i XF 9.00 

1911-D VF 32.50 

1912 VF 8.00 

1912 XF 9.00 

1912 Unc 10.00 

1913 VF 8 00 

1913 XF 9.00 

1913 Unc 10 00 

1914 XF 9.00 


1914-r> VF 8.50 

1914-D Unc 11.00 

1915 XF 9.00 

1915 Unc 10.00 

1925-D XF 10.00 

1926 VF 8.00 

1926 XF 9.00 

1926 Unc 10.00 

1927 VF 8.00 

1927 XF 9.00 

1927 Unc 10.00 

1928 VF 8.00 

1928 Unc 10.00 

1929 XF. * 9.00 

1929 Unc 10.00 

$3 GOLD 

1854-0 VF 20.00 

1854 XF 20.00 

1854 Unc 25.00 

1855 Unc 25.00 

1857 VF 20.00 

1857 Unc 25.00 

1874 Unc 22-^0 

1878 Unc 22.50 

1878 F 17.50 

1878 XF 20.00 

1882 Unc 38.00 


$5 GOLD 


1834 W O Motto VF. 20.00 
1834 W O Motto F. 16.00 

1834 W O Motto XF. 22.50 

1835 XF 20.00 

1836 VF 19.00 

1838 F 17.00 

1838 XF 20.00 

1S38-C F 30.00 

1839 F 20.00 

1840 VF 25.00 

1840- 0 F 25.00 

1841- C F 25.00 

1843 XF 26.00 

1843-D F 20.00 


LIST CONTINUED NEXT MONTH ON HALF EAGLES, EAGLES AND 
DOUBLE EAGLES. Watch for it. 

All coins listed, in stock as of Feb. 1st. Don't wait; order now. 

Classification on all coins guaranteed or your money cheerfully refunded. 

We have a few 1912-S Liberty Head Nickels in very good condition at $2 ea. 

Don’t miss this one: 1870-CC Liberty Seated Quarter, fine or better $35.00; 
one only. 

We have a full line of coin collectors' supplies. Send us your want list. 
We are in the market for uncirculated rolls, collections large or small. 
On orders under $10.00, please include postage. Satisfaction guaranteed. 



BURTON’S COIN AND CURIO SHOP 

111 South Third Street Columbus 15, Ohio 

A. N. A. 4021. Member of American Coin Dealers Association 
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“The Standard Handbook" 

THE COIN COLLECTORS’ ALMANAC 

by 

HANS M. F. SCHULMAN and H. W. HOLZER 



400 pages of useful, authoritative numismatic information. 
Linen.bound, illustrated. Price; $4.50. Order now from your 
local dealer or directly from the publisher: 

Hans M. F. Schulman, 545 5th Ave., New York 17, N. Y. 
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PAPER MONEY 


(Continued from Insst month) 


3.00 

6.00 
6.00 
6.00 
6.00 
6.00 
6.00 
6.00 
6.00 
6.00 

5.00 
10.00 

8.00 
2.00 
6.00 
6.00 

10.00 

8.00 


NEW YORK 

The Bank of Syracuse, Syracuse 1861 

The Mechanics Bank, Syracuse 1852 

The Mechanics Bank, Syracuse 1852 

Henry D. Barto and Companys Bank, Truniansburgh 1862 

The Commercial Bank, Troy 1850 

The Manufacturers Bank, Troy 1861 

The Merchants & Mechanics Bank of Troy 1864 

The Union Bank, Troy 1859 

Unadella Bank, Unadella 1851 

Same, variety 1859 

Same — Red overprint 1865 

The Oneida County Bank, Utica 1856 

The Bank of Vernon, Vernon 1840 

Black Rivfr Bank, Watertown 1862 

Henrv Kelp’s Bank, Watertown 1847 

The Weedsport Bank, Weedsport 1854 

The Watervliet Bank, West Troy 1858 

The Commercial Bank, Whitehall 1842 

The Williamsburg City Bank, Williamsburgh 1861 


$2.50 

2.50 

3.00 

2.50 

3.50 
3.00 

2.50 
.3.00 
2.50 

2.50 

3.50 
3.00 
3.00 

, 2.50 
, 2.50 
, 2.76 

2.50 
. 2.50 

2.50 


NEW YORK FRACTIONAL, CURRENCY 


,05 R. Griswald, Addison, N. Y. 1862 

,03 Wings Flour Store, Albany, N. Y. 1862 

,05 Hiram Vails Banking and (Collection Office, Amenia 1862 

,05 Bank of Genesee, Batavia 1862 

,03 The Brooklyn Bank, Brooklyn 1862 

,05 Grand St. & Newton R. R. Check, Horse Car illustration Brooklyn 

1862 

.25 Same 

.10 Merchants Change Association, Brooklyn — 1862 

.10 Same — variety 

.25 Same 

.50 Same 

.05 W. A. Gardenier, Brown’s Corners 1862 

.25 E. W. & E. Pardridge. Buffalo 1862 

.35 Victoria Theatre Buffalo 1933 Ticket 

.10 Bank of Tioga, Campvllle 1862 

.25 Tanners Bank, Catskill, 1862 

.10 Alden & Frfnk, Cohoes 1862 

,25 Same 

.50 Same . 

.10 Jefferson County Bank 1862 

.10 Village of Dunkirk, 1862 

,25 Miner & Willman, Bankers, Friendship 1862 

,10 R. M. Bowne, Glen Cove, L. I. 1862 Picture of Dime 

,15 R. M. Bowre, Glen Covee, L. I. 1862 

.25 Same, picture of Quarter 1862 

.50 Same, picture of Half dollar 1862 

.05 E. Dimmich, Hillsdale 1862 

.25 A. S. Haring & Co., Johnstown, 1862 

.25 C. Champlin & O. B. Grant, Liberty 1862 

.25 Hungerford’s Bank, Mannsville, 1862 

.25 Chandler & Ames, Mexico 1862 

.10 Miners Life Ins. & Trust Co., Schuylkill, 1862 

.10 Union Canal Store, Middletown, 186- 

.25 Same 

.50 Lockport City Bank, Lockport, 1862 

1.00 Majestic Theatre, Mt. Vernon Book of tickets, circa 1930 

.05 J. r^unnincrs Restaurant, New York 

.60 S. Merritt’s General Grocery Store, New York 186- 

.25 New York Rice Mill, New York, 1837 

.10 Packing Establishment, New York 

.50 Parkway Theatre ticket. New York 1933 

.25 Paulson’s Great Oyster Depot, New York 

.01 Public Exchange, New York 

,25 Frederick RelT Wagin, Jr. New York 186- 

.50 Same 

.15 Schecker & Blohm, New York 

1.00 Scott A. Co., New York, Reprint of U. S. 1.00 Bill on card 

.15 A. L. Sieghortner, New York . 

.25 C. C. Wysham & Bro., New' York, 1862 picture of Quarter 

.50 Same, picture of Half Dollar 

Cardboard money of the Civil War, 2 Album pages, with 19 pieces most 
of which are One and Two Cent pieces. New York, lot for 


.95 

1.10 

.95 

.95 

1.10 

1.25 

1.25 

.95 

.95 

.95 

.95 

.95 

.95 

.25 

.95 

.95 

.95 

.95 

.95 

.95 

.95 

.95 

1.25 

1.50 

1.25 

1.25 

.95 

.95 

.95 

.95 

.95 

.95 

.95 

.95 

.95 

.50 

.95 

.95 

1.25 

.95 

.25 

.95 

.50 

.95 

.95 

1.50 

1.00 

1.50 

1.10 

1.10 


5.00 


To be continued next month 


T04-A Ingalls Building 


n. A. BRAND 


Cincinnati 2, Ohio 
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COMMEMORATIVE HALVES 


1892 Columbian 

1893 Columbian 

191 5-S Panama-Pacific . . 
1918 Illinois (Lincoln) . 
1920 Maine 

1920 Pilgrim 

1921 Pilgrim 

1921 Alabama 

1921 Alabama 2x2 

1921 Missouri 

1921 Missouri 2*4 

1922 Grant 

19 22 Grant, star 

1923 Monroe Doctrine . . 

1924 Huguenot-Walloon . 
1925-S Calif. Diamond 


Jubilee 5.00 

1925 Fort Vancouver . ...14.75 

1925 Lexington-Concord . 3.00 

1925 Stone Mountain . . . 1.25 

1926 Phila. (Independ- 
ence) 2.50 

1926 Oregon 2.25 

1926-S Oregon 2.25 

1928 Oregon 4.00 

1933-D Oregon 6.50 

193 4-D Oregon 4.25 

1936 Oregon 2.50 

1936- S Oregon 6.50 

1937- D Oregon 1.75 


1938 Oregons (3 — PDS) . 11.50 

1939 Oregons (3 — PDS). 40.00 
Type Oregon (our choice) 2.00 
1927 Vermont (Benning- 


ton) 6.00 

1928 Hawaiian 30.00 

1934 Maryland 2.50 

1934 Boone 2.25 

1935 Boones (8 — PDS) . 9.75 

1935 Boones (sm. 34) (3 

— PDS) 65.00 

1936 Boones (3 — PDS) . 10.00 

1937 Boones (3 — PDS) . 53.00 

1938 Boones (3 — PDS) . 65.00 

Type Boone (our choice) . 2.25 


1934 Texas 2.00 

1935 Texas (3 — PDS) . . 5.2f 

1936 Texas (3 — PDS) .. 5.25 

1937 Texas (3 — PDS) .. 6.75 

1938 Texas (3 — PDS) .. 33.00 

Type Texas (our choice) . 2.00 

1935 Connecticut 6.75 

1935 Hudson 15.00 

1935 Old Spanish Trail . 15.00 


1935 Arkansas (3 — PDS) 11.00 

1936 Arkansas (3 — PDS) 5.25 

1937 Arkansas (3 — PDS) 12.25 

1938 Arkansas (3 — PDS) 18.00 

1939 Arkansas (3 — PDS) 65.00 


Type Ark. (our choice) . 2.00 

1936 Ark. (Robinson) . . 2.00 

1935- S San Diego 2.25 

1936- D San Diego 2.75 

1936 Albany 3.75 

1936 Battle of Gettys- 
burg 4.00 

1936 Bridgeport 2.50 

1936 Cincinnati (3 — PDS) 26.00 

1936 Cleveland 1.50 

193^ Columbia, S. C. (3 

— PDS) 10.00 

1936 Delaware 3.00 

1936 Elgin 4.25 

1936 Long Island 1.50 

1936 Lynchburg 4.00 

1936 Norfolk *4.25 

1936 R. I. (3 — PDS) ... 7.00 

1936-S San Franc. (Oak. 

Bay Bridge) 3.00 

1936 Wisconsin 2.25 

1936 York County 2.75 

1937 Battle of Antietam. 6.50 

1937 Roanoke Island . . . 3.75 

1938 New Rochelle .... 7.00 

1946 B. T. Washington 

(3— PDS) 3.75 

1946 Iowa 3.25 

1893 Isabella (.25c) . . . 8.50 


1900 Lafayette (1.00) .. 13.00 


FOR OTHER COINS, WRITE US 


(Guaranteed Rrilliant Uncirculated) 

$ 1.50 
1.25 
20.00 

3.00 

5.00 

2.00 

6.50 

7.50 
13.25 

30.00 

32.00 
2.75 

65.00 

2.75 

3.75 


When you sell — get WORLD high prices for your coins 

Tlie World Coin Company 

EARIj C. SCHILLi, Maiingrer 
(Formerly of Minnii) 

A. N. A. 5700 — L. >1. 175 — A. C. D. A. 

P. O. Box »3, Delroil .31, llicli. 
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AMERICAN COIN DEALERS’ ASSOCIATION, INC. 


NEW READERS 

If you are readingr thJs magazine for the first time, we wish to state that our 
organization is composed of almost all of America’s reco^ized com dealers, and 
that we now have about 112 members in good standing. The coin dealers in the 
ACDA mav be identified by the use of our insignia, which appears above. Since 
all our members have pledged themselves in writing to a policy of fair dealing, 
honesty and integrity, it is to your manifest advantage to look for our insignia, 
and no matter where you may see it — in an advertisement, on a 
in an office or shop — you may be assured of the kind of treatment and service 
you will like. 

UNITED STATES NU»nSMATICS 

No 1947 coins are to be seen at this writing but the commemorative series has 
tf*k»^n a new on life with the new 19 16 Booker T. Washington Mernorial 

Half Dollar. Though 5 million of these coins are authorized actually pne million 
have been struck at Philadelphia, a half-million at San Francisco and 200,000 at 
Denver. Very likely the balance will be minted and bear the date 1947. Of course, 
we also have the new Iowa Half Dollar as an added stimulant. , . - 

Collectors and dealers alike hope that the Mint will resume striking proof 
coins this year. We have not heard that no such coins will be struck. After sev- 
eral years of “definitely not” this is an encouraging sign. 

The npw Standard Catalogue (Raymond) recently released continues the up- 
ward price trend. Despite a recent let down in activity these prices seem to be a 
true reflection of market values. 

FOREIGN NUMISMATICS 

Robert Friedberg of our New Issue Committee reports the discovery of a new 
and h’storicai’v interesting coin of Spain dated 1937. which is no doubt trm result 
of the Civil War. It is a nickel coin of 2 pesetas and is inscribed both Espana 
and “Asturias and Leon.’’ The obverse bears a standing female; the reverse, 
value date and part of a fasces. The coin w’ll be more fully described and 
illustrated in the pages of THE NUMISMA.TIST. v. « n « 

Mr Friedberg further reports that a single specimen has finally come to H^ht 
of the elusive Straits Settlements dollar of 1920 with bust of George V. For 
several years this coin has been the cause of an insistent and searching inquiry 
by many numismatists, as no one interested in the series had ever either seen 
or heard of an actual specimen. In some quarters the existence, of the coin was 
even denied, despite the fact that it has been listed in mint records. The only 
manner in which we can account for its rarity is that it was struck in, a year 
wh*»n its sHver valim may have been worth more than its face value, and that 
consequently the coins were not put into circulation, or were melted for their 

^^Foreign crowns still remain in great demand. Foreign common gold coins 
have shown a little less activity recently. However, rare and unusual gold coins 
in choice condition keep increasing in desirability, and there are not enough of 
such coins in dealers’ stocks to supply the demand. 

THE A. N. A. CONVENTION IN BUFFALO 

The annual convention of the American Numismatic Association will be held 
In Buffalo, New York, from August 23 to 27, 1947. The ACDA congratulates the 
Buffalo Numismatic Association on obtaining the Convention for their city. We 
shall be pleased to cooperate in any way to help insure the success of the 

^^'fhe^auction sale to be held at the Convention has been awarded to and will 
be conducted by the Numismatic Gallery of New York City. 

All co»'»'f‘sr*ondf'r'ce relnt'ng to the Convent’on — hot'll reservations, bourse 
tables exhibits, etc., — should be addressed to the General Chairman, Dr. John 
H. Wild, 690 Ellicott Street, Buffalo 3, New York. 

AUCTION SALES AND PRICE LISTS 

Several auction sales have come to our attention recently. M. H. Bolender’s 
mail sale on February 1, the E. H. Whitney and Dr. Mayean collections. Hollin- 
beck’s mail sale of February 5. Pennsylvania .sale; J. & R. Coin Dealers’ mail 
sale Februarv 15. U. S. coins; also Stack*.s Dr. Slater collection. Celina Coin Co. 
announced a February mail auction catalogue. March mail auctions: New Nether- 
lands Coin Co., public auction sale on the 12th; Milford Coin & Stamp Co., on the 
15th Fixed price lists were recently issued by Stack’s on U. S., foreign and 
ancient; Numismatic Gallery on U. S., foreign and ancient; Barney Bluestone on 
U. S. coins and paper money; Harold Whiteneck on U. S. Dimes. 

AMERICAN COIN DEALERS’ ASSOCIATION, INC. 

Secretary, Box 976, New Haven 4, Conn. 

Public Relations Conunlttee, 42 East 50th St., New York 22, N. Y. 
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SOME OP THESE ARE THE CHOICEST ANY COLLECTOR CAN 
POSSIRLY ACQUIRE 


#1 Carlos et Johanna 1 R, L left 
of shield M right, Dot low. 
Waves high betw. pillars. 

Tiny hole. Fair $ 4.50 

#2 Carlos et Johanna 1 R. L left 
of shield M right. Dot betwn. 
pillars small and low; not 
clipped. Small hole. Waves 

high. Fine 5,00 

#3 Carlos et Johanna 1 R. M left 
of shield L right. Dot betwn. 
pillars, high and small. Clip- 
ped close, otherwise fine . . 5.00 

#9 Carlos et Johanna. 1 R. OM 
left of shield 1 strong right. 

Dot betwn. pillars high and 
sharp. Waves medium high. 
Clipped close, otherwise fine 6.50 
#11 Carlos et Johanna. IR. OM 
left of shield O right. Dot 
low, big and strong. Unusual 
die. Reeded circle and waves. 

V. G 6.50 

Philip II 4 R. OM right M left. 

Very rare. V. G 12.50 

Philip II 1 R. Cir. Clipped. G. ... 2.50 

Philip II 1 R. Cir. Part of crown 

shows. Good 3.00 

Philip II 2 R. Cir. Part of crown 

shows plain. F 5.00 

Philip II 2 R. Good 3.00 

Philip III 8 R Cob OMF V. G... 15.00 
Philip III 4 R. Cob. Very rare. 

OMF. Fine 20 00 

Philip III % R Good 1.50 

Philip III 1 R. Circular. Crown 

clipped. V. G 3.50 

Philip III 1 R Circular. Tiny hole. 

Good 2.00 

Philip IIII 8 R Cob OMD Good . . 15 00 

Philip IV 1 R Cob Pair 2.50 

Car. II ^ R Cob Fine 1.50 

Car. II ^ R Cob. V. G. * 1.25 

Cobs. 1 R Not attributed. Each . . .75 

Cobs. R Not attributed. Each .50 

Philip V 8 R. Cob. Fair 6.25 

Philip V ^ R Fine 1.00 

Five for 4.00. 

Philip V 2 R Fair 3.00 

1733 Mo 8 R Crude clipped. Small 

hole. F 12.50 

1733 Type. % R Philip V. F 1.50 

1734 Mo V>, R Pillar. Unc 1.75 

1736 Mo 2R Pillar FF F 2.25 

1738 Mo % R. Bril. Unc. Perfect 

2.50 

1741 Mo 8 R Pillar MF Holed 

„ X. F 6.00 

1742 Mo 1 R Pillar X. F 1.50 

1743 IMo 2 R Planchet defect Obv. 

Abt. Unc 3.50 

1744 Mo 1 R Pillar Unc 2.00 

1750 Mo 1 R P’llar V. F 1.35 

1753 Mo 2 R Pillar V. F 3.00 

1753 Mo Vz R Pil. Abt. Unc 1.50 

1755 Mo 1 R Pillar P i lO 

1757 Mo R Pil. V. F 1.25 

1760 Mo ^ R Pillar V. F 1 25 

1765 Mo 8 R Pillar MP X. F 9.50 


1766 8 R Pil. Abt. Unc 10 00 

1768 2 R Pil. V. F 3;oo 

1768 Mo 1 R Abt. Unc i 75 

1769 Mo 2 R Pil. V. G ' 2*00 

1770 Mo 8 R Pil. FM V. F ! 8.50 

JZI} ^ ^ FM Abt. Unc. . 10.00 

I 47 I Mo 2 R Pil. Unc 4 00 

JZZf 5 ^ Chas. Ill FM Abt. Unc. 4!75 

1776 2 R Car. Ill X. F 2.00 

1780 ^ R Abt. Unc 90 

1789 1 R. Proc. for Chiapas. Rare. 

Edge Def. V. G 2.50 

1789 Mo ^ R Proc. for Mexico 

Unc 2.50 

Ji90 ^ R size Proc. of S. L. P. 

Tiny hole, fine- 75 

1797 8 R FM Num. chop mks. Obv. 

and Rev. V. F 4 oo 

1805 Mo 8 R TH Unc ! sioo 

1808 Mo IR TH Abt. Unc 1.00 

1809 Mo. 1 R Bril. Unc 1 00 

1810 Mo ^ R Bril. Unc 75 

1811 Mo % R Bril. Unc ! [75 

1812 Mo ^ R Bril. Unc 75 

1813 D 8 R Necessity. RM Very 

rare year of this Mint. V. G. 7.50 

1816 Zs 8 R Necessity. AG. Rare. 

V. F 6.00 

1818 Mo R Bril. Unc 75 

1819 Mo % R Bril. Unc 75 

1819 Zs 2 R Ferd. VII V. F 1 50 

1820 Mo R Bril. Unc 75 

1820 Zs 2R AG Necesty. Pc. X. F. 1.‘50 

1821 D 8 R Nece.sty. CG P 5 00 

1821 Ga 8 R FS X. F 

1821 Mo 2 R Bril. Proof 2.00 

1821 Mo 2 R Bril. Unc 1 25 

1821 Mo 1 R Bril. Unc lioo 

1822 D 8 R Necessitv. Ferd. VII 
CG. Very rare. Not in W. R. 

X. F 12.00 

1822 Ga 8 R Excessively rare. FS. 

Not in W. R. Bril. Unc 20 00 

1822 Go Ferd. VII 8 R JM Neces- 
sity. Rare. X. F 7.00 

1822 Mo 1 R Iturbide V. F I .50 

1822 Mo H R Iturb'de Unc 1..50 

1823 Mo 1/1 R IturbMe F 1.00 

1824 Mo 2 R Crooked neck Eagle. 

•TM V. G 1.25 

1824 Mo % R Crooked neck Eagle. 

Rare. Unc 3.00 

1825 Mo 14 R Bril. Unc 1.00 

1826 Mo 2 R Bril. Unc iloo 

1826 Mo Real. Bril. Unc 80 

1826 Zs ^ R Bril. Unc I’oo 

1829 Mo 2 R. Bril. Unc u'oo 

1830 Mo 1 R Bril. Unc I.OO 

1832 Mo 1 R Bril. Unc I.OO 

1 8.3.3 /2 Mo Real. Bril. Unc. ... 1 00 

1844 Ga 4 R MC X. P 2 50 

1846 Mo ^ R MF Bril. Unc !90 

1 847 Mo 14 R Bril. Unc 90 

1858 Mo 8 R TH Bril, proof 5.00 

1860 Oa 8 R. A inside of O. AE. 

Struck we?k. Rare. F 7.50 

1861 Zs 4 R VU Very scarce V. F. 2.50 
1864 Go 10c Maximilian. Rare, fine .40 
1864 ]Mo 5c Maximilian. Rare. Unc. 1.00 


(Contiiiiiod on next page) 
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1864 M Centavo. Copper. Scarce. 

Unc 1.50 

1864 Zs 8 R MO Bril. Proof. Rare. 

In extrmly. rare cond 10.00 

1866 Mo Peso.. Maximilian. Gold 

plated. Unc 3.50 

1866 Mo Maxln. 50c X. F 1.75 

1868 O 8 R AE Rare. Very rare 

condition. Bril. Unc 11.00 

1869 O 8 R AE Unc. Sharp 11.00 

1869 Pi 4 R PS Very scarce. V. F. 2.25 

1871 Oa Peso Scale type. E. Rare 

V. F 5.50 

1875 As 50c Rare. Unc 2.25 

1881 Oa 8 R AE Rare. In ex- 

tremly. rare cond. Proof . . . 12.50 

1883 Ic Nickel. Unc 25 

1884 As 8 R ML X. F 5.00 

1884 Zs 8 R JS Br. Unc. Full Mint 

frost 4.00 

1885 Zs 8 R JS Br. Unc. Full Mint 

frost 4.00 

1886 As 8 R ML Abt. Unc 5.50 

1S8G Zs 8R JS Bril, proof. Very 

rare condition 5.00 

1888 As 8 R ML V. F 4.50 

1889 Oa 10c Very rare. V. F 2.00 

1890 Oa 10c Very rare. V. F 2.00 


1891 As 8 R ML X. F 4.50 

1892 Mo 8 R AM Bril, proof .... 5.00 

1893 As 8 R ML X. F 4.50 

1895 As 8 R ML Last year. Very 

rare. X. F 4.50 

1895 Mo 8 R AM Bril, proof 5.00 

1896 Mo 8 R AB Bril, proof 5.00 

1897 Mo 8 R AM Bril. Unc 3.00 

1898 Go Peso RS Bril. Unc. Mint 

frost 3.00 

1899 Mo Peso AM Proof 5.00 

1900 Zs Peso FZ Bril. Unc 3.00 

1901 Cn Peso JQ Bril. Proof .... 5.00 

1901 Mo Peso AM Bril. Unc 3.00 

1901 Zs Peso Brfl. Unc 3.00 

1902 Cn Peso JQ plan. D'ef. Prf. 5.00 

1902 Mo Peso AM Bril. Unc 3.00 

1902 Zs Peso FZ Bril. Unc 3.00 

1903 Zs Peso FZ Bril. Unc 3.00 

1904 Mo Peso AM Bril. Unc 3.00 

1904 Zs Peso FM Bril. Proof .... 5.00 

1908 IMo Peso AM Proof 5.00 

1908 Mo Peso GV Bril. Unc 3.50 

1911 Victory on horseback Bril. 

L^nc 3.50 

1913 Victory on horseback Bril. 

Unc 3.50 


And thousands of others. If interested, send for our Lists 12B, 13B, and 
14B; Enclose 3 cents postage, please, for each list. 


O. B. WINDAU 

308 Melrose Drive San Antonio 1, Texas 


- A NOTABLE COLLECTION 

I am offering my personal collection of 4,600 CIVIL WAR TOKENS 
and CARDS which has taken me 35 years to accumulate. The most 
of them are UNCIRCULATED. There are 1,207 struck in various 
metals as BRASS, NICKEL, COPPER-NICKEL, WHITE METAL, 
LEAD, GERMAN SILVER, SILVER, TIN, IRON and RUBBER, of 
which 15 are SILVER and rare. 

These 1,207 are in two large Raymond albums. The rest of the col- 
lection is in COPPER, and in large size Raymond pages. This includes 
a Hetrich and Guttag book with photographic plates, bound in leather 
with flexible covers. Only 25 of these books were printed. 

I believe this to be the LARGEST COLLECTION of its kind in 
existence, and is an interesting and historical series. 

Price S2,500.00 

JOSEPH BARNET, 2025 OCEAN AVENUE, BROOKLYN 30, N. Y. 
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Medalists to H . M. King George VI 

SPINK SON, LTD. 

I-bT. 1772 

DEALERS IN 

FINE COINS and MEDALS 


5, 6 and 7 King Street, St. James’s, London, S.W.l 

Tel.: Whitehall 52 4 0 (3 Lines) Cables: Spink, London 


SATURN OFFERS 


Raymond U. S. Catalogue, 1947 

Raymond Coins of the World ! 

Whitman 5th Edition Catalogue, .50; new large edition !!!.!!!!.*! ! 

Hewitt’s anti-tarnish paper for rolls of coins 

Raymond’s binders national album, small 1.50; large size’..!!!.’!!!! 

AH Raymond national album boards, small .80; large size !!! !!!! 

Raymond list of all boards 

Kraft envelopes 2x2 per 1000 

Wetzel Wel-Bilt moisture-proof cellophane coin envelopes per lo’o* ’#i 
for Dollars, .75; #2 for Halves, .60; #3 for Quarter size, .45; #4 for 

Cent, Nickel, Dime size 

New popular albums, Raymond’s coniplete. These are beauties; just what 
all coin collectors have been waiting for. Indian Cents, .75; Lincoln 
Cents, 1.50; Liberty Nickel, .75; Buffalo Nickel, 1.50; Jefferson Nickel 

.75; Mercury Dimes, 1.50; Washington Quarters 

Canada Blackout Nickel Beaver 1942, unc !!!!!! 

Whitman Boards, all coins. Free list. 

100 Mixed white copper Cents, 10.00; 100 mixed 2c pieces 

100 Mixed Civil War Tokens 


$ 3.50 

3.50 

1.50 
.75 

2.00 

1.50 

Free 

1.90 


.35 


1.50 

1.50 

12.50 

12.00 



Unc. Lincoln Cents, 35 all different 3 50 

Paper currency albums, small 1.00; medium 1.15; large !!!!!!!’’’’ 175 

Unc. Jefferson Nickels complete, 8.00; Indian Cents mixed, per 200 .!.!!!! 450 

Canada 1946 set complete unc. 1, 5, 10, 50c, 1,00 3*50 

Large Size U. S. Dollar bills, very fine, per 6 !!!! * 10 00 

Foreign common coins per 1000 !!!!!! 25 00 

U. S. coin price list free. We buy coins. Anything. 

Roosevelt Dimes 1946-P-D-S, .50; 1922-P Cent, 4.00; 1922-D Broken die 4.00 

SATURN STAMP COMPANY 

Buffalo 3, Ncav York 


617 Main Street 
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OLD NATIOHAL BANK CURRENCY WANTED 

(“Saddle Blanket” bills issued by National Banks) 

Do you have any of the old, large size U- S. 
National Bank currency, which circulated before 1928? 

Of particular interest to me are all large size 
National Bank notes in extremely fine and uncircu- 
lated condition. 

Send list of what you have to offer, stating con- 
dition of each note, and your price for cash. Prompt 
returns pledged on all approval consignments. 

WILLIAM A. PHILPOTT, JR. 

Secretary 

TEXAS BANKERS ASSOCIATION 
P. O. Box 356 Dallas 1, Texas 
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LARGE AiVD CHOICE STOCK 

Of Fine Arlistie Creek Coins 
And Konian Porirail Coins 
Coins and Medals of the Renaissanre 
Foreign Coins and Medals 
In Gold— Silver— Bronze 

Ancient Gems from Sir Arthur Evans 
Collection and Others 

Large Selection of Fine Classical Ohje€*ts 
In Stone— Marble— Bronze 
Terracotta Figurines and Vases 
Glass and Gold 

JACOB HIRSCB 

Anfiqiiilies and Xaniisniati(>.«, Inc. 

30 West 54th Street. New York 10, N. Y. 
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RUSSIA REDUCED 


1689-1725 Peter I Rouble, ext fine $6.75 

1789-1725 Peter I Rouble, about fine 4.75 

1789-1725 Peter I Half Rouble, very good 4.50 

1722 Peter I Rouble, crossed letters, fine 6.75 

1723 Peter I Half Rouble, fine 5.00 

1724 Peter I Rouble, crossed letters, fine 6.75 

1725 Peter I Rouble, crossed letters, v. good 5.00 

1725 Catherine I Rouble, fine 7.50 

1726 Catherine I Half Rouble, very good 3.75 

1727 Peter II Rouble, fine 5.00 

1727 Peter 11 Half Rouble, fine 3.00 

1733 Anna Rouble, ext. fine 6.75 

1743 Elizabeth Rouble, ext. fine 5.00 

1765 Catherine 11 Rouble, fine 4.50 

1791 Catherine 11 Rouble, v. good 4.00 

1848 Nicholas I Rouble, ext fine 2.50 

1859 Nicholas I Rouble, Monument rev. v. fine 3.75 

1913 Nicholas II Anniversary Rouble, Unc. 3.75 

1547-84 Ivan the Terrible, Silver Wire Cossack Kopeks, special .75 

Grand lot of Netherlands Crowns, 1750 to 1810. List of “World Specials” free. 

PITTSBURGH COIN EXCHANGE 

William A. Gaede, Prop., A. N. A. 2030 


HOTEL HENRY PITTSBURGH 30, PENNA. 


RECONSTRUCTED SHEETS OF U. S. CURRENCY 

5 — $20 Federal Reserve Notes, £>allas Branch. Consecutive numbers, 
but letters “E” “F” “G” “H” and “E”. Signed WHITE and MELLON. 
Crisp uncirculated, $115.00. 

4 — $20 National Currency Notes, First National Bank of Los Angeles, 
Signed ELLIOTT and BURKE. Series 1902. Consecutive numbers, all 
letter “C”. Crisp uncirculated, $100.00. 

STAR NOTES 

Half sheets of six $1.00 Silver Certificates, Series 1935A. Signed JULIAN 
and MORGANTHAU. Crisp uncirculated, $10.00. 

Half sheets of six $1.00 Silver Certificates, Series 1935B. Signed JULIAN 
and VINSON. Crisp uncirculated, $10.00. 

ALL HAVE CONSECUTIVE NUMBERS AND LETTERS. 


$1.00 “R” and “S” Silver Certificates 
Red “R” signifies regular paper; red “S” signifies special paper. Crisp 
uncirculated, per pair, $6.00. 

WATKI1\S COIN COMPANY 

L. W. Hoffecker, Mgr. 

P. O. Box 553 El Paso, Texas 
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BRILLIANT UNCIRCULATED COINS IN ROLLS, WHOLESALE 


CENTS (50) 


1930-P Buying Price $ 4.03 

1930-S 12.00 

1934-P Buying Price 4.00 

1934- D Buying Price 5.00 

1935- P 3.00 

1935-D 3.09 

1935- S Buying Price 4.50 

1936- P-D each 3.00 

1936- S Buying Price 2.50 

1937- P-D-S each 2.00 

1938- P-D-S each 3.00 

1939- P 1.50 

1939-D 3.63 

1939- S 2.00 

1940- P-S each 1.50 

1940- D Buying Price 1.25 

1941- P 1.00 

1941- S 1.50 

1942- P-D each 1.00 

1942- S Buying Price 4.50 

1943- P-D each 1.00 


1944 P-D-S each .80 

1945-P-D-S each .75 

NICKELS (40) 

1936- P $ 5.50 

1937- P 5.00 

1937- D 8.00 

1938UD 4.00 

1938- P Jefferson 6.00 

1938-D Buying Price 9.00 

1938- S Buying Price 9.00 

1939- P 11.00 

1939-D Buying Price 60.00 

1939- S Buying Price 55.00 

1940- P 4.50 

1940-D 5.50 

1940- S Buying Price 4.50 

1941- P-D each 3.75 

1941- S 5.50 

1942- P Type 1 8.50 

1942-P Type 2 3.00 

1942-S 3.50 


Coins Bought. Send for Offer 


FRANK CAUSEY WILSON 


751 North Dearborn Street 


Chicago 10, Illinois 


TODAY’S SPECIALS 


1903-S Dollar v. f $75.00 

1896-S Dollar unc 10.00 

1893-CC Dollar v. 5.00 

1892-CC Dollar unc 10.00 

1890-CC Dollar unc 4.00 


Silver Dollar Specials: (Orders $25.00 or more — diversified year dates — de- 
duct 10% on the following Dollars until April 1, 1947, only). 

$1.75 each: 1878-S v. g.; 1899-0 v. g.; (old type) 1921-S unc.; 1921-D unc. 
$2.50 each: 1880-S v. f.; 1881-S v. f.; 1882-S v. f.; 1884-S v. g.; 1890-S 
unc.; 1891-S unc. 

$3.00 each: 1890-CC unc.; 1898-S unc.; 1899-S v. f. 

$4.00 each: 1878-CC v. f.; 1889-S v. g.; 1891-CC unc.; 1894-S v. g.; 1896-0 

V. f. 

$5.00 each: 1860-0 v. f.; 1880-CC unc.; 1886-0 v. f. 

Peace Dollars, uncirculated (also deduct 10% as above). 

$1.75 each: 1922-S, 1923-D, 1923-S. 

$2.25 each: 1924-S, 1927-D 

$3.00 each: 1925-S, 1926-D, 1926-S, 1927-S, 1928-S, 1935-S. 


Offerings subject to prior sale. Orders $5.00 or less 10 cents extra for postage 


G. W. HOOBLER 

A. N. A. 13609 


832 So. Sierra Bonita Ave. 


Los Angeles 36, California 
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HURRY, HURRY! 

Last Call 

Our third Mail Bid Sale takes place on 
MARCH 25th, 1947 

Collectors who have not received their catalogue as 
yet, should write to one of the undersigned imme- 
diately. ^ ho can afford to do without this superbly 
illustrated catalogue? 


HENRY GRLNTHAL 
P. O. Box 135 
Washington Bridge Sta. 
New York 33, N. Y. 


EDWARD CANS 
101 West 55th St. 
New York 19, N. Y. 


The Finest Coins in the World! 

UNITED STATES BRILLIANT UNCIRCULATED MINT SETS 


Sets 
Contain 
One Cent 
Nickel 
Dime 
Quarter 
Half Dollar 

Mailed Postpaid 
if Remittance 
Accompanies 
Order 
Get Your 
Sets Now! 



1946-P-D or S Complete Set . .$1.25 
1945-P-D or S Complete Set . . 1.25 
1944-P-D or S Complete Set . . 1.50 
1943-P-D or S Complete Set . . 1.75 
1942-P-D or S Complete Set . . 2.50 
1941-P-D or S Complete Set . . 2.75 
1940-P or S Complete Set .... 2.75 
1940-D (no Half Dollar) Set . . 2.25 


Coins Are 
Priced With- 
out Holders 
Coin Holders 
Sold 

Separately for 
30c Each 

Holders 
Have Acetate 
Covering on 
Both Sides 
Protects 
Coins 


21 Sets, Including Holders, Special Price $45.00 

UNITED com EXCHANGE 

MYRON ABRAMS, Prop. 

420 Madison Avenue New Y"ork 17, N. Y. 
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COINS IN SETS 

Complete set of silver Three Cent pieces in proof and uncircu- 
lated condition, all dates, including the mint marks, mounted 
. in Wayte Raymond page, 1851-1859 in uncirculated, except the 
1858 and the 1854, which are proofs, 1860-1873 all proofs, 

except the 1869, which is uncirculated $185.00 

Complete Commemorative type set, brilliant uncirculated, 

mounted in Wayte Raymond album and pages, 45 pieces . 250.00 

Complete set of Washington Quarters, all brilliant uncirculated, 

1932-1946, mounted in album and holders 90.00 

Complete Sets of Jefferson Nickels, all brilliant uncirculated, 1938- 

1946, unmounted 9.50 

1937 Br. Proof Set 30.00 1940 Br. Proof Set 12.50 

1938 Br. Proof Set 20.00 1941 Br. Proof Set 8.50 

1939 Br. Proof Set 15.00 1942 Br. Proof Set (6 pieces) 9.00 



HAIIRY C. MATHEWS 

227 WCKDDLAWN AVENUE JERSEY CITY 5, N. J. 


MISCELLANEOUS OFFERINGS 

China. Dollar. Yuan Shi Kai. Very fine $2.00 

Bologna. 1797 Scudo. Arms. Rev. Virgin and Child. Fine 5.00 

Lucca. 1743 Scudo. Arms. Rev. St. Martin dividing his cloak with a 

beggar. Fine 4.50 

Malta. 1756 30 Tari. Emanuel Pinto. Arms. Rev. St. John Baptist. 

Very fine 6.00 

United States. 1890 Dollar. Very fine 1.50 

Papal States. Pius IX. Silver 2 Lira, various dates. Portrait. Unc 1.00 

Pius IX. Silver 1 Lira, various dates. Portrait. Unc .50 

Pius IX. Silver 10 Soldi. Portrait. Unc .35 

Russia. Paper money. 1898, 1909 and other dates. 1, 5, 25 and 100 Rubles. 

Set .50 

Germany. Encased postage stamps, various designs. Each 25 


A GUIDE BOOK OF UNITED STATES COINS. By R. S. Yeoman. Cata- 
logue and price list 1616 to date. Profusely illustrated, and showing mint records 
and information about United States Colonial coins, commemoratives and all 
series and denominations. Postpaid $1.50. 

COINS OF THE POPES. Illustrated with 17 full page plates of papal coins. 
List of mints, engravers, history of coinage and English translations of almost 500 
Latin inscriptions found on papal coins. Postpaid $3.50. 

Many other numismatic books always on hand. Inquiries invited. 

JOSEPH COFFIN 

Room 803, 1182 Broadw^ay 


New York 1, N. Y. 
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BARGAIIV LOTS-IJ. S. AND FOREIGN 


1882 Trade Dollars. Brilliant choice proofs $15.00 

Lot of Civil War Cents, all attributed to Hetrich-Guttag. Average very 

fine; 36 pieces 3.75 

Lot of Hard Times Tokens, attributed to Low. Average very fine. 21 pieces 2.00 
PERSIA. Silver sets of 1944; 4 different coins, 1, 2, 5, 10 Rials. Unc.; per set 3.75 
PERSIA. 5 Krans. A. H. 1305. Lion and inscription. Unc. Brilliant mint 

state. Each 3.75 

PERSIA. 5 Krans A. H. 1306. Bust in uniform. Unc 4.75 

Birmingham Half Penny or Token. Dated 1796. Reverse 3 victims hanging 

to scaffold; ex. fine 2.75 

Lot of 1938-S Jefferson Nickels, 12 pieces. Unc 1.50 

Lot of 1929-D Dimes, 3 pieces. Brill. Unc 2.75 

Lot of 1934-D Dimes, 3 pieces. Brill. Unc 1.25 

Lot of 1939-D Quarters, 4 pieces. Bril. Unc 2.55 

Lot of 1864 bronze Indian Cents, 3 pieces. Unc 7.75 

Lot of 1917 25c. Type 1, 3 pieces. Brill. Unc 5.00 

1798 Silver Dollar. Large Eagle. Fine 12.50 

1801 Silver Dollar. Strictly very fine 22.75 

Lot of 1907 Indian Cents, 3 pieces. Red. Unc 1.50 

1871 Indian Head Cent. Brilliant proof 20.00 

1881-1882 Indian cents. Brill, proofs. 2 pieces 6.75 

1892-1895 Indian Cents. Brill, proofs. 2 pieces 6.00 

1905-1906-1907 Indian Cents. Brill, proofs 9.00 

1899-1909 Indian Cents, 2 pieces. Brill, proofs 9.00 

1872 Indian Head Cent. Uncirculated. Red 20.00 

1947 Standard Catalogue of U. S. Coins. By Wayte Raymond. Postpaid .... 3.50 

Complete satisfaction or prompt refund. 

LOUIS W. EVANS 

P. O. Box 412 Lenexa, Kansas 


U. S. GOLD COINS 1873 V. F. 

1878-S V. F. 

1908 V. F 

1909 F 

1910 F 

1912 V. F 

1913 V. F 

1929 V. F 


1834 F. No Motto 
1838 F. Plus 

1880 V. G 

1881 V. F 

1884 F 

1897 V. F 

1904 V. F 

1906-S F 

1909- D F 

1910 F 

1910- D F. Plus . 

1911- S F 

1912 V. F 

1913 F. Plus 

1880-S F 

1881 V. F 

1882 V. F 

1885 V. F 

1894-0 V. F 

1896-S V. F 

1897 V. F 

1898-S F 

1901 V. F 

1901-S V. F 

1903-S V. F 

1907 V. F 

1908-S V. F 

1910-S V. F 


$5.00 GOLD 


$10.00 GOLD 


$2.50 GOLD 


GORDON GILL, A.N.A. 4910 

417 W. Gorham Street 


$ 7.50 
8.00 
7.00 
6.50 
6.50 
6.50 
7.00 
7.00 

$17.00 

17.00 

11.00 
15.00 

15.00 

14.00 

14.00 

13.00 
13.00 
13.00 

13.50 

12.50 
13.00 

13.00 

$26.00 

27.00 
27.00 
27.00 
27.00 
27.00 

27.00 

26.00 
27.00 
27.00 
27.00 
27.00 
27.00 
27.00 


Madison 3, Wisconsin^ 


A204 


THE NUMISMATIST, March, 1947 


I%EW REPRIXTS PLACED SALE 

Newest reprints from THE NUMISMATIST placed on sale include: Silver 
Dollars of Tuscany During the Rule of the House of Medici, by A. E. Kelpsh. 
20 pages, 35c. Copper Coins of Norway, by O. P. Eklund, 6 pages, 25c. This 
new reprint of Mr. Eklund’s article is a fine companion for Copper Coins of 
Denmark by the same author, 16 pages, 35c. 

Other reprints still available are: Aluminum Coins, Martin Kortjohn, 8 pages, 
25c. Heraldry, by Dudley Butler, 18 pages, 35c. War Prisoner Money and 
Medals, by Guido Kisch, 24 pages, 40c. Copper Coins of Denmark, Mr. Eklund, 
16 pages, 35c. These six reprints prepaid, $1.95. 

DEALERS! Discounts on assorted lots of 12 or more. 

All orders prepaid. Please add 5c if sending bank checks. If you desire 
reprints insured, please add 5c for same. Make checks payable to T. R. Hammer, 
Librarian. 

Several members have written to ask that we ship all new reprints upon pub- 
lication, billing them for same. This service is available to all. 

These reprints, which will become increasingly valuable within a year or two, 
are similar in size and shape to THE NUMISMATIST, 6x9, with heavy blue 
paper covers. 

PAIIIPHI.ET HINDERS MADE TO FIT REPRINTS l.*»o EACH. A PERMANENT 
ROOK MADE WITHIN SECONDS BY USE OF THESE BINDERS. By WMin;r .staple*, 
one can place two to four reprints in one binder. Standard fibre board cover* 
used widely by libraries. All dark 5!:rj»y in color — ready for use. 

TED R. HAMMER, A.N.A. Librarian 

Box 225 Marinette, Wisconsin 


ATTENTION! 

1946-S Quarters — An Unusual Opportunity 

I have been fortunate in receiving from the San 
Francisco Mint, the No. 1 sack of 1946-S Quarters. 

This means I have the first two thousand coins struck 
from the new 1946 dies. These coins appear to be far 
above average, as each detail is sharp and they have a 
proof-like surface. 

While they last, $12.00 per roll (40). 

Plus 15c per roll for postage. 

Satisfaction guaranteed 

D. R. DINIUS 

5683 Hub Street Los Angeles 42, Calif. 
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WEBB^S AUCTION LISTS 

Have appeared regularly every other month for the past 10 years. 
Over 300 numismatists have helped to make them the success 
they are today, by sending their choice duplicates or entire collec- 
tions for listing. If you are an auction buyer you should be on 
my mailing list. About $20,000 worth of choice material is in- 
cluded in each issue, specializing foreign gold and all series of 
U. S. A. coins. My terms for selling have always been among the 
lowest, and results for the owner exceeded by none. 

WALTER F. WEBB 

2736 Fourth Ave. North St. Petersburg 6, Florida 



dmsudca'A 

TlumiAmaik Tl/laJihdi-lpljaxji 


Are You Interested in Buying or Selling Coins? Then you should 
be on the subscription list of The Numismatic Scrapbook Magazine, 
now in its thirteenth year of publication . . . it’s a ‘"must” for active 
numismatists. It’s big, too; the 1946 volume contained 1472 inside pages. 

Annual Subscription $2.00. Sample Copy 20 cents. 

Numismatic Scrapbook Magazine 

Hewitt Bros., Publishers, 5450 N. Clark, Chicago 40 
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M. D. SIX COIN COMPANY (ANA 7654), c/o Superintendent of Mails 


DANVILLE, ILLINOIS 
THE FOLLOWING U. S. GOLD IS LISTED FOR 

REDUCED PRICES 

TO CUT MY STOCK. MY I 

.OSS IS 

YOU NEED? ALL 

COINS 

STRICTLY GUARANTEED 

91.00 

1849-0 VF 

.$ 8.00 

95.00 

1901 Unc 

$15.00 

1852 Unc 

. 7.50 

1902-S Unc 

15.00 

1853 XF 

1854 VF 

. 6.00 
. 5.50 

1903-S Unc 

15.00 

1856 XF 

. 6.00 

1904 Unc 

15.00 

1856 (S5) Unc 

. 7.50 

1905 Unc 

15.00 

1916 (McK) Unc . . 

. 10.00 

1917 (McK) Unc . 

. 13.50 

1905-S Unc 

15.00 

92.50 

. 9.00 

. 9.00 

1906 Unc 

1907-I> AU 

15.00 

14.50 

1836 VF 

1901 Unc 

1909 AU 

1909-D AU 

15.00 

15.00 

1902 Unc 

. 9.00 

1915 XF 

14.00 

1903 Unc 

1904 Unc 

. 9.00 

. 9.00 

910.00 

1905 Unc 

. 9.00 

1880 F 

23.00 

1907 Unc 

. 9.00 

1880-S Unc 

30.00 

1908 Unc 

. 8.00 

1881 F 

23.00 

1911 XF 

. 7.00 

1881 VF 

25.00 

1912 F 

. 6.00 

1881-S Unc 

30.00 

1925-D Unc 

. 9.00 

1883 VF 

25.00 

95.00 


1894 Unc 

1894 VF 

30.00 

25.00 

1880-S Unc 

.$15.00 

1894-0 XF 

30.00 

1881 Unc 

. 15.00 

1895 VF 

25.00 

1881 VF 

. 12.50 

1898-S VF 

25.00 

1882 Unc 

. 15.00 

1899 Unc 

30.00 

1882 VF 

. 12 50 

1899-S VP 

25.00 

1882-S Unc 

. 15.00 

1901-S VP 

25.00 

1880 F 

. 11.50 

1901-S XF 

27.00 

1886-S Unc 

. 15.00 

1904 Unc 

30.00 

1886-S VF 

. 12.50 

1909 Unc 

30.00 

1889-S VF 

. 12.50 

1910-S P 

24.00 

1893 VF 

. 12.50 

1910-D XF 

27.00 

1898 Unc 

. 15.00 

1911 Unc 

30.00 

1900 Unc 

. 15.00 

1912 XF 

27.00 


SALE AT 


DRASTICALLY 
IX. WHAT DO 


.*H20.0O 

1854 AU $60.00 

1857- S VF 53.00 

1858- S XF 60.00 

1865-S AF 48.00 

1872 F 53.00 

1873-S VF 53.00 

1873 F 48.00 

1877-S Unc 65.00 

1878 F 48.00 

1879- S XF 55.00 

1877CC AF 52.00 

1880- S XF 55.00 

1881- S Unc 62.00 

1881- S VF 50.00 

1882- S VF 50.00 

1882-S XF 55.00 

1891-S XF 55.00 

1891- S VF 50.00 

1892- S VF 50.00 

1892-S XF 55.00 

1897- S VF 50.00 

1898- S VF 50.00 

1898-S XF 55.00 

1900-S F 48.00 

1902-S VF 50.00 

1904-S Unc 63.00 

1904-S XF 55.00 

1907- D AU 59.00 

1908- D Unc (No M) 62.00 

19nO-D Unc 65.00 

1911-D Unc 62.00 

1913 Unc 65.00 

1913- D Unc 62.00 

191 4- D Unc 65.00 

1915 Unc 65.00 


Bright Uncirculated 1931-S Cents 


Just as you would want them 
Units of 10 . 

Rolls of 50 . 

JOSEPH L, 

134 Monastery Street 


$ 1.50 
$12.50 
$50.00 


Pittsburgh 3, Pa. 


SILVER DOLLARS 


Brill. Proof 

Uncirculated 

Uncirculated 

Circulated 

1891 

$12.50 

1886-P-S 

4.00 

1899-0 

6.50 

1878-P (8F) 


1892 

12.50 

1887-P 

4.00 

1900-S 

3.50 

XF 

4.00 

Uncirculated 

1887-S 

2.50 

1902-P 

2.75 

1879-CC F 

3.50 

1878-P (7F) 

2.25 

1888-P 

4.00 

1902-S 

4.50 

1879-0 VP 

6.50 

1878-CC 

3.25 

1888-S 

2.50 

1903-S 

35.00 

1880-CC F 

3.00 

1878-S 

2.25 

1S89-P 

3. >0 

1904-P 

2.75 

1880-0 VP 

5.00 

1879-P-S 

2.25 

1889-0 

5.50 

1904-S 

4.50 

1881-0 VF 

3.50 

188O-P-S 

2.25 

1889-S 

2.50 

1921-P-S 

2.00 

1882-0 VP 

4.50 

1881-P-S 

2.50 

1890-0 

4.50 

Peace 


1884-S XF 

5.00 

18.S2-P-S 

2.2') 

1890-S 

2.25 

1922-P 

2.00 

1886-0 XF 

5.00 

1883-P 

2.75 

1891-CC 

4.00 

1923-P-S-D 

2.25 

1887-0 VF 

3.50 

1883-0 

3.75 

1891-S 

2.25 

1926-P-S-D 

2.25 

1892-CC P 

3.50 

1884-P 

3.00 

1892-0 

6.50 

1927-D 

2.50 

1892-S XF 

10.00 

1S84-CC 

4.00 

1894-0 

5.00 

1928-S 

2.00 

1893-CC VP 

4.00 

1S84-0 

5.00 

1897-S 

3.00 

1934-P-D 

2.50 

1895-0 XF 

6.00 

1885-.S 

5.00 

1898-S 

3.50 

1935-P-S 

2.00 

1896-S XF 

5.00 


DISCOUNT OF 10% WILL BE GIVEN ON ALL ORDERS OF 950.00 OR MORE 


GEORGE P. LANG — 76 DERBY STREET — VALLEY STREAM, L. I., N. Y. 
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Now nvnilnble: A GUIDE: BOOK OP UNITE:D STATES COINS. 1047. By 
R. S. Yeoman. A leader in itM field. 91.50 pluM poMtajjre. 

WANTED: 1032-D-S Quarters, f. and unc. lOlG-D DinieM, ex. f. and unc. 

ConsisrnnientH solicited for our coming: auction sale of coins. 

OUR POPULAR STRONG, BLACK CARDBOARD BOXES 
X 2% X 7" with movable partitions 
Six for $1.50, postpaid 
2 % X 2% X 12" with movable partitions 
Four for $1.25, postpaid 

PREWAR QUALITY HEAVY KRAFT COIN ENVELOPES 
For above boxes, 2x2", 1,000 $2.50 postpaid 

BOXES FOR SMALL SIZE PAPER MONEY: 

2% X 3 X 6%" Four for $1.25 postpaid 

BOXES FOR LARGE SIZE PAPER MONEY: 

2% X 3^ X 8" Four for $1.50 postpaid 

CELLULOSE PAPER MONEY HOLDERS 
To fit in above boxes 
15c each, seven for $1.00 
3% X 7%" For large bills, .005 gauge 
2 78 X 6%" For small bills, .005 gauge 

20 State Street FHEXCU'S Troy, New York 



COINS AND MEDALS 

. PURCHASED AND SOLD. 
APPRAISED AND 
EXPERTLY CATALOGUED 



Henry Crunthal 

200 Haven Ave., 
NEW YORK 33. N. Y. 


roi/Ls • /Lprr ‘fMoucif ■ ^Tuketu, 



TATHAMSfAMPaCoiNCo. 


SPRINGFIELD, MASS. 



Latest 
Edition 
Catalogue 
08 Pages 
455 

Illustrations 
2200 Offers 

Sent FREE 
Upon Request 
to Approval 
Service 
Applicants 
W rite 
DEPT. 45 


$5.00 GOLD 


1844 V. good $12.75 

1861 V. fine 13.25 

1879 V. fine. S mint 11.75 

1880 Fine. S Mint 11.50 

1881 Abt. unc 12.25 

1882 Ex. fine 12.25 

1882 Fine 11.00 

1886 Fine. S Mint 11.25 

1887 Ex. fine. S Mint 11.75 

1891 Very fine. CC Mint 13.75 

1S95 V. fine, tiny scratch 10.50 

1897 V. fine 11.25 

1899 Abt. unc 12.25 

1899 Ex. fine 11.75 

1914 V. fine. D Mint 11.75 

1921 Quarter. Fine 5.50 


FRANK SPRINKLE 

i:41« Franklin St., Bluefield, W. Va. 


FRACTIONAL CENT MONEY 

Keep up to date on new issues of tax 
tokens. Write for list No. 81, listing 
tax tokens from 12 states, and list 
No. 82, pricing 50 rare Illinois tax 
tokens of 1933. 

Send 3c stamp for lists. Five current 
sales tax tokens and lists for 25c coin 
or stamps. 

G. !M!AGEE, jriR. 

A. N. A. 5373 
6388 Overbrook Ave. 
Philadelphia 31, Pa. 
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ANNOUNCEMENT 

CENTRAL STATES NUMISMATIC SOCIETY CONVENTION 

May 2, 3, and 4, 1947 

SPONSORED BY INDIANAPOBIS COIN CLUB 
TO BE HELD AT THE CLAYPOOL HOTEL, INDIANAPOLIS, INDIANA 
DEALERS PLEASE WRITE TO WILLIE D. COOK, SECRETARY", 

1101 N. OAKLAND AVENUE, INDIANAPOLIS 1, FOR TABLE 
RESERVATIONS AND RATES 

ALL OTHER NUMISMATISTS ARE CORDIALLY INVITED AND MAY 
REGISTER IN ADVANCE. FURTHER INFORMATION MAY BE HAD 
BY' WRITING THE SECRETARY. 


Coin Collectors Almanac $4.50 

Standard Catalogue U. S. Coins 3.50 

AVhitman’s Guide Book U. S. Coins 1.50 

Presidential Medal set in display case, 32 brill, bronze medals 5.00 

American Coin Catalogue 1.00 


Dealers please contact us for wholesale price American Coin Catalogue, 
1947 edition. 

Auction catalogues free. Postal card uill place you on regular mailing list. 
Thank you. 

J & R COIN DEALER 

A. N. A. 

Box 23, Station E Buffalo 11, N. Y. 



BRAZILIAN COINS 

HEIIMAK PORCIIEII 

Caixa Postal 41a0 
Sao Paulo, Brazil 

• 

1 AM IN THE MAIIKET 
To buT Brazilian c*oins 
of all metals 
Let me have 

Your priced Proposals 

(A. N. A. MEMBER No. 13324) 


Featuring 

FULL TIME NUMISMATIC SERVICE 

CCNSIGNMENTS— Fixed prices 
— auction 

FREE LISTS— U. S. Auction- 
Foreign 

WANT LIST SERVICE— Yours enti- 
tles you to first choice of new 
arrivals and bargain lots 

Could use a few more consignments 
of choice material for my next auc- 
tion, lists of which will reach over 
3000 active collectors the latter part 
of March or early April. 

LET ME HEAR FROM YOU! If 
interested in any of the above serv- 
ices a postcard will bring a prompt 
reply. 

J. II. SLUSHER 

40» S. W. Stark Street 
Portland 4, Oregon 
A. N. A. O. N. S. 
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UNCIRCULATED COINS WHOLESALE 


MARCH BARGAINS 


Rolls (50) Unc. Ceuta 


20 rolls 10 rolls 5 rolla 1 roll 


1946-S-D-P, 

1945-S $12.50 $6.50 $3.40 

1945-D-P 3.50 

1944-S-D-P 3.80 

1943-D-P, 1942-D 
1943-S 

1941-S Roil 1.50. 1941-D-P 
1940-S-D Roll 1.40. 1939-S 
1939-D Roll 4.00. 1938-D 
1937-S-D-P Roll 1.95. 1936-S 


$ .70 
.75 
.80 
1.00 
2.00 
1.25 
1.95 
2.75 


All items are real values. Descrip- 
tion of coins listed is conservative. 
Kindly send no money with order, 
which will be acknowledged and held 
for 10 days. All coins guaranteed as 
listed. No order less than $2.00. Post- 
age and insurance on orders of less 
than 10.00. 

Gold 


Rolls (40) Unc. Nickels 


1946-D-P, 1945-S 11.50 

1045-D-P 

1944-S Roll 2.65. 1944-D-P 
1943-S Roll 3.15. 1943-B-'P 
1942-P T. 1 8.00. 1942-S-P T 
1941-D-P Roll 4.00. 1941-S 
1940-S-P Roll 5.00. 1940-D 
1938-D Buf. Roll 4.00. 1938-S 


5 rolls 3 rolls 1 roll 


7.00 

7.50 


2.40 

2.50 
2.60 
3.00 

3.00 

5.50 

6.00 
12.50 


Rolls (50) Unc. Dimes 


3 rolls Iron 

1946-D-P-S 16.50 5.50 

1945-S-D-P 16.75 5.75 

1944- S Roll 6.50. 1944-D-P 6.00 

1943-S Roll 8.00. 1943-D-P 7.00 

1942-D-P Roll 7.50. 1941-S-D-P 7.75 

1940-S-D-P Roll 7.75. 1939-D-P, 

1937-P 9.00 

1945- S Small S. Rare. 1942-S Each .50 


Rolls (40) Unc. (Quarters 


1908-D $20.00 E. P. Abt. unc $58.00 

1854-P $20.00 V. F 55. 00 

1906- D $10.00 E. F. Abt. unc 25.00 

1907- D $10.00 E. F. Abt. unc 26.50 

1903-S $5.00 Ex. fine 12.50 

1905-S $5.00 V. fine 11.50 

1837-P $5.00 Fine, nick at top . . . 9.50 

1874 $3.00 E. F. Abt. unc 15 00 

1911-P $5.00 Fine li.OO 

1913-P $2.50 Ex. fine 6.50 

1928-P $2.50 V. F 6.25 

1856-S $2.50 Abt. fine 5 50 

1856- P $1.00 V. F 5 50 

1857- P $1.00 V. F 5.50 

1862-P $1.00 V. F 5.50 

24 Bound volumes of The Numismatist. 

All books bound in black imitation 
leather, gold embossed date on back, 
the dates 1914 to 1938 (except 1918 
which is not bound.) Sold as a lot 
only, carrying charges extra. Weight 
about 50 lbs 48 00 


Miscellaneous 


..n../. ^ ^ 3 rolls 1 roll 

1946-D-P 32.50 11.00 

1945-S-D-P 33.00 11.25 

1944-D-P Roll 12.00. 1944-S 12.50 

1943-D-P Roll 13.50. 1943-S 18.00 

1942-D-P Roll 14.00. 1941-D-P 15.00 

1941-S 17.50 

1932-S G Each 1.50; V G 2.00; Fine 3.50; 

Ex. Fine 5.00 


Rolls (30) Unc. Half Dollars 


3 rolls 1 roll 


1946-P 32.50 

1945-S-D-P 33.00 

1944-S-D-P 

1943-D-P Roll 14.00. 1943-S 
1942-P Roll 14.50. 1942-D 
1941-S-D-P Roll 15.00. 1940-S-P 
1939-D 


11.00 

11.25 

12.50 
18.00 

15.00 

16.00 

18.50 


Rolls (20) Unc. Dollars 

1 roll each 

1890-S, 1891-S, 1921-S. 

1923-P, 25.00 1.50 

1880-S, 1881-S, 1882-S, 1897-S, 

1922-S, 1922-D, 1923-S, 1926-S, 

1927- S, 1878-S 1.50 

1894-S, 1898-S, 1902-S, Each 3.00. 

1901-S 4.00 

1896-S Each 5.00. 1886-S, 1888-S, 

1928- S 2.00 

Wanted: Uncirculated coins in rolls. 

Orders $5.00 or more prepaid 


GEO. B. ROGERS 

A. N. A. 4966 



1871 Calif 1.00 round gold Dollar 


Abt. Unc 7.25 

1898 Alaska oct. gold Dollar 1 

Pinch E. P 3.75 

1939-S Unc. Quarter Dollars .... l!lO 

1941-S Unc. Dimes 20 

1939-S Unc. Dimes [40 

1938-S Unc. Jeff. Nickels 35 

1943-S Unc. Jeff. Nickels 15 

1943- D Unc. Jeff. Nickels 10 

1944- D Unc. Jeff. Nickels 10 

1938-D Unc. Buff. Nickels 35 

25 all different dates Indian Head 

Cents P. to V. F 65 


Lincoln Cents 

1925- S Unc. Red Lincoln Cents . 2.25 

1930-S Unc. Red Lincoln Cents . .10 

1930-S, ’37-S, •38-S, ’39-S, ’40-S, 

’41-S ’42-S Unc. each 05 

1935-D, ’37-D, ’38-D, ’39-D, ’41-D, 

’42-D, ’43-D Unc. each 05 

25 All digerent dates Lincoln 
Cents F. to V. F., some Abt. 

Unc. Lot 65 

1926- S Unc. U. S. Dollars 1.45 

1935 Unc. Canadian Dollars .... 1.75 

1936 Unc. Canadian Dollars .... 1.45 

1937 Unc. Canadian Dollars .... 1.50 

1939 Unc. Canadian Dollars .... 1.50 

1937 Unc. Canadian Half Dollar .85 

1937 Unc. Canadian Quarter Dol. .60 
1879 Br. proof Trade Dollar .... 12.50 


A, E. IIEINTZ 

A. N. A. 4108 


47558 York Blvd., Los Angeles 42, Calif. 


511 Yakima St., Wenatchee, Wash. 
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ROLLS U. S. COINS 

Rolls (50) Br. Unc. Cents 

20 rls. 10 rls. 5 rls. 1 roll 
1946-D fl2.50 $6.50 $3.35 $ .70 


1945-D 12.50 6.50 3.35 .70 

1944-D 13.00 6.75 3.50 .75 

1943-D 4.50 1.00 

1942-D 16.00 8.50 4.50 1.00 

1941-D-P 1.25 

1941-S 1-50 

1940-D-S 1-40 

1940-P 1-50 

1939-S 1-95 

1938-S-D 2.95 

1937-P 1.95 

1936-P 2.45 


Rolls (40) Rr. Unc. Nickels 

10 rls. 5 rolls 3 rolls 1 roll 


1946-D $23.00 $12.00 $7.25 $ 2.45 

1945- D 23.00 12.00 7.25 2.46 

1944-D 23.50 12.00 7.25 2.50 

1943- S-P-D 3.00 

1942-S 3.00 

1942- P Type 1 7.60 

1941-P 3.60 

1941-D 4.00 

1940- P 5.25 

1938-P Jeff 6.00 

1938- D Buffalo 4.00 

1937- P 5.00 

Rolls (50) Brill. Unc. Dimes 

1946- D-P-S i 5.75 

1946-D-P-S 5.75 

1944- D, 43-D, 42-D 5.75 

1941- D 6.75 

1941- P-S 7.25 

1940- S-P 7.76 

1939- D 9.00 

1938- P 12.00 

1937- P 8.00 

Roll (40) Brill. Unc. Quarters 

1946-D-P $11.00 

1945- D-P-S 11.25 

1944- D 12.00 

1943- D 13.50 

1942- D-P 14.50 

1941- P-D 14.50 

1941- S 16.50 

Rolls (20) Brill. Unc. Halves 

1946- D-P $11.50 

1945- D-P-S 11.25 

1944- D-P 12.50 

1944-S 13.00 

1943- D-P 13.00 

1942- D 14.60 

1941-P 14.00 

1939- D 17.60 

1938- P 18.00 

1938-D Single coins, each . . 7.00 


Satisfaction guaranteed. 

Orders over $10.00 prepaid. 

GILBERT HAASE 

4202 North 36th St., Omaha 11, Neb. 


QUALITY 

IN WASHINGTON QUARTERS 

Here are the coins you need 
to COMPLETE that set 


1932-P Brill. Unc $ 1.75 

1932-D Brill. Unc. gem 40.00 

1932-D Abt. Unc. brill 20.00 

1932-S Brill. Unc. gem 17.50 

1932-S Abt. Unc. brill 8.50 

1934-P Brill. Unc. (faint 

motto) 5.00 

1934-P Brill. Unc. (heavy 

motto) 2.50 

1934- D Brill. Unc 2.25 

1935- P Brill. Unc 1.75 

1935-D Brill. Unc 2.50 

1935- S Brill. Unc 2.50 

1936- P Brill. Unc 1.75 

1936-D Brill. Unc 7.50 

1936- S Brill. Unc 1.50 

1937- P Brill. Unc 1.50 

1937-D Brill. Unc 1.25 

1937- S Brill. Unc 2.00 

1938- P Brill. Unc 1.25 

1938- S Brill. Unc 1.25 

1939- P Brill. Unc 1.00 

1939-D Brill. Unc 1.25 

1939- S Brill. Unc 1.50 

1940- P Brill. Unc 1.25 

1940-S Brill. Unc 1.00 

1940- D Brill. Unc 1.25 

1941- P Brill. Unc 60 

1941-D Brill. Unc 75 

1941- S Brill. Unc 75 

1942- P Brill. Unc 60 

1942-D Brill. Unc 75 

1942- S Brill. Unc .90 

1943- P Brill. Unc 50 

1943-D Brill. Unc 50 

1943- S Brill. Unc 50 

1944- P Brill. Unc 45 

1944-D Brill. Unc 45 

1944- S Brill. Unc 45 

1945- P Brill. Unc 40 

1945-S Brill. Unc 40 

1945- D Brill. Unc 40 

1946- P Brill. Unc 35 

1946-D Brill. Unc 35 

1946-S Brill. Unc 35 


SPECIAL 

Complete set of Washington Quar- 
ters in Wayte Raymond Binder. This 
set contains the 1934-P, faint motto, 
and the 1932-D is sharply struck 
with a distinct mint mark. . . .$92.50 
This set will NOT be broken. 
Orders under $5.00 add 15c. Satis- 
faction guaranteed. 

D. R. DINIUS 

A. N. A. 

5683 Hub SL, Los Angeles 42, Calif. 
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THREES 

3 Cents Silver 


1851 Unc $ 4.25 

1852 Unc 4.25 

1853 Unc 4.25 

1854 Unc 7.00 

1855 V. Fine 10.00 

1855 Fine 3.50 

1856 Unc 8.00 

1858 Unc 4.00 

1859 Proof 8.50 

1859 Unc 3.00 

1860 Proof 7.50 

1860 Unc 3.00 

1861 Proof 9.00 

1862 Proof 7.00 

1862 Unc 2.50 

1863 Proof 12.50 

1864 Proof 50.00 

1865 Proof 18.50 

1866 Proof 9.00 

1867 Proof 9.00 

1868 Proof 8.00 

1871 Proof 8.5t) 

1872 Proof 14.50 

1873 Proof 17.50 


3 Cents Nickel 

1865 Unc 1.50 

1866 Unc 1.50 

1867 Unc 1.50 

1868 Unc 2.00 

18 69 Proof 6.50 

1869 Unc 2.50 

1871 Unc 3.50 

1872 Unc 3.00 

1873 Unc 1.75 

1874 Proof 8.50 

1874 Unc 5.00 

1875 Unc 7.50 

1876 Unc 4.00 

1877 Proof 75.00 

1878 Proof 25.00 

1879 Proof 3.50 

1880 Proof 4.00 

1881 Proof 4.00 

1881 Unc 2.00 

1883 Proof 3.00 

1884 Proof 3.50 

1885 Proof 5.00 

1886 Proof 3.00 

1887/86 Proof 20.00 

1887 Proof 13.50 

1888 Proof 3.00 



SOL KAPLAN 

18 E. 4th. St., Cincinnati 2, Ohio 
A.N.A. L.M. 97 


BRILL. UNC. LINCOLN CENTS 


1909 V.D.B. $ 
1909 V.D.B. 

.20 

1924-D 

1925 


$ 7.50 
.60 

Prf. 

6.00 

1925-S 


6.00 

1909-S V.D.B. 

17.00 

1925-D 


2.50 

1909 Plain 

.35 

1926 


.75 

1909 Proof 

3.00 

1926-S 


7.50 

1909-S 

4.00 

1926-D 


2.25 

1910 Proof 

3.00 

1927 


.40 

1910 

.60 

1927-S 


4.50 

1910-S 

1.40 

1927-D 


2.75 

1911 Proof 

3.00 

1928 


.40 

1911 

.60 

1928-S 


3.25 

1911-S 

3.75 

1928-D 


2.75 

1911-D 

2.50 

1929 


.25 

1912 Proof 

3.25 

1929-S 


.35 

1912 

.65 

1929-D 


.90 

1912-S 

4.00 

1930 


.20 

1913 Proof 

3.00 

1930-S 


.45 

1913 

.70 

1930-D 


.60 

1913-S 

5.75 

1931 


1.10 

1913-D 

6.25 

1931-S 


1.75 

1914 Proof 

4.50 

1931-D 


3.00 

1914 

2.50 

1932 


.60 

1915 Proof 

6.ffD 

1932-D 


1.00 

1915 

2.75 

1933 


.65 

1915-S 

4.00 

1933-D 


.60 

1915-D 

1.75 

1934 


.15 

1916 Proof 

6.50 

1934-D 


.30 

1916 

.50 

1935 


.10 

1916-S 

3.25 

1935-S 


.20 

1916-D 

2.00 

1935-D 


.20 

1917 

.50 

1936 


iO 

1917-S 

2.75 

1936-S 


.15 

1917-D 

2.75 

1936-D 


.20 

1918 

.60 

1937 


.10 

1918-S 

6.00 

1937-S 


.15 

1918-D 

4.50 

1937-D 


.20 

1919 

.45 

1938 


10 

1919-S 

1.35 

1938-S 


.15 

1919-D 

1.65 

1938-D 


.20 

1920 

.45 

1939 


.10 

1920-S 

4.00 

1939-S 


.10 

1920-D 

2.50 

1939-D 


.20 

1921 

2.00 

1940 to 

46 


1922-D 

3.00 

P.D.S. 

Ex- 


1923 

.55 

cent 42-S 


1924 

2.00 

ea 


.10 

1924-S 

7 5.1 

1942-S 


.20 


NICKEL THREE CENT PIECES 


1865 

Unc. 

$1.25 

1873 

Unc. 

$2.25 

1865 

Ex. Fine 

.75 

1873 

Ex. Fine 1.25 

1865 

V. Fine 

.35 

1874 

Unc. 

5.50 

1866 

Unc. 

1.50 

1874 

Ex. Fine 3.50 

1866 

Ex. Fine 

.90 

1874 

V. Fine 

2.7J 

1867 

Proof 

7.00 

1874 

Fine 

1.50 

1867 

Unc. 

1.50 

1876 

Ex. fine 

3.75 

1867 

V. Fine 

.75 

1878 

Proof 

25.00 

1868 

Unc. 

2.25 

1879 

Proof 

4.75 

1868 

Ex. Fine 

1.00 

1880 

Proof 

4.50 

1869 

Proof 

7.50 

1881 

Proof 

4.50 

1869 

Unc. 

2.75 

1881 

Unc. 

1.75 

1869 

Ex. Fine 

1.25 

1881 

Ex. Pine .90 

1870 

Proof 

7.00 

1881 

V. Pine 

.60 

1870 

Unc. 

2.75 

1882 

Proof 

4.50 

1870 

Ex. Pine 

1.50 

1883 

Proof 

3.50 

1871 

Ex. Fine 

3.50 

1884 

Proof 

3.50 

1871 

V. Fine 

2.50 

1885 

Proof 

6.50 

1872 

Unc. 

3.50 

1886 

Proof 

4.50 

1872 

Ex. Fine 

2.50 

1888 

Proof 

2.75 

1872 

V. Fine 

1.50 

18«9 

Proof 

2.75 


TWO 

CENT PIECES 


1864 

Unc. 

1.25 

1867 

Proof 

10.50 

1864 

Fine to 


1867 

Unc. 

5.50 

Very Fine 

.35 

1867 

Fine 

1.00 

1864 

Good to 


1868 

Proof 

12.00 

Very Good 

.15 

1868 

V. Pine 

2.50 

1865 

Proof 11.50 

1868 

Fine 

1.00 

1865 

Unc. 

1.50 

1869 

Proof 

12.00 

1865 

Good to 


1869 

Unc. 

6.50 

Very Good 

.15 

1869 

Ex. F. 

4.00 

1866 

T^nc. 

6.00 

1869 

Pine 

.90 

1866 

V. Fine 

2.00 

1870 

Proof 

14.00 

1866 

Fine 

.75 

1870 

V. Good 

1.50 


WILLIAM PUKALL 
oil ISth Street Union City, N, J. 
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PRICED TO SELL 

UNCIRCULATED DIMES 

1889 . 


. . .$1.75 

1904 2.50 

1906 2.75 

1907- 0 2.75 

1908 2.75 

1908- D 2.75 

1913 2.25 

1914 3.75 

1916 Barber . 2.U0 

1916-S Barber 3.00 

1916 Mercury 2.25 

1928 1.75 

1929 1.25 

1929-D 1.75 

1935 25 

1935- S 30 

1936 25 

1936- S 65 

1937 20 

1937- D 45 


1938 $ .25 

1938- D 25 

1939 25 

1939- D 20 

1940- S 20 

1941 20 

1941- D 20 

1941- S 20 

1942 15 

1942- D 25 

1942- S .25 

1943 15 

1943- D 15 

1943- S 15 

1944 15 

1944- D 15 

1944- S 15 

1945 15 

1945- S 15 

1946- PDS Set .40 


UNCIRCULATED QUARTERS 


1928 

.. 3.00 

1944-D 

1941 

. . .45 

1944-S 

1941-D . . . 

. . .40 

1945 

1941-S . . . 

. . .40 

1945-D 

1942 

. . .35 

1946 

1943 

. . .35 

1946-D 

1944 35 

UNCIRCUliATEJD HALiA’ES 

1830 Small 

O 3.25 

1941-S 

1833 

.. 2.75 

1942 

1892 

.. 3.75 

1942-S 


2 00 

1943 

1936 

.. 1.30 

1943-D 

1937 

.. 1.25 

1943-S 

1938 

.. 1.25 

1944 

1938-D . . . 

.. 7.00 

1944-D 

1939-D . . . 

.. 1.50 

1944-S 

1940 

. . .80 

1945 

1940-S . . . 

.. 1.25 

1945-D 

1941 

. . .80 

1946 


.35 


1941-D 85 

u. s. 


.35 


.65 

.85 

.65 


.65 


.65 

.65 

.70 


1946-D 

GOLD COINS 

$2.50 

1910 Very fine $ 6.75 

1910 Uncirculated 7.75 

1911 Very fine 6.75 

1926 Very fine 6.75 

$5.00 

1880 Fine 12.25 

1911 Very fine 12.25 

$10.00 

1915 Uncirculated 35.00 

$20.00 

1910 Very fine 68.00 

PROOF SETS 

1939 11.75 

1940 9.75 

1941 6.75 

1942 With Type I NICKED 6.50 

MISCELLANEOUS 

1918-D Over 17-D NICKEL fine .. 5.50 

1852 Three Cents, Silver V. G 30 

1853 Three Cents, Silver fine 50 

1865 Three Cents, Nickel fine 15 

1866 Three Cents, Nickel fine 25 

1868 Three Cents, Nickel fine 30 

1834 Half Dollar V. G 1.00 

Raymond U. S, Catalogue 1947 . . 3.50 

Raymond Binders, small 1.50; Ige. 2.00 
Ravmond Boards, small .80; large 1.50 

AVETZEL COIN ENVELOPES 

Size #1 100 for 75c; #2 100 for 60c; 

#3 100 for 45c; #4 100 for 35c 
ARvays in the market to buy or trade. 

WM. JA^SA 

A.N.A. 9278 

5800 Prosser Ave., Cleveland 3, Ohio 



HAVE FOR SALE 

Coins of all types, from good 
to brilliant proof. Through 
carefully prepared lists sent di- 
rect to our customers, we are 
able to bring to their attention 
many desirable items they may 
wish to transfer to their own 
collections — and at a price they 
must admit is reasonable. Our 
service is prompt, efficient, 
cordial. 


Correspondence invited. 



1326 Main Street 

Kansas City 6 Missouri 


U. S. DOLLARS 

MORGAN DOLLARS: 1878, 79, 80, 
81, 82, 86, 87, 88, 89, 90, 91, 97, 
98, all S Mint, Unc., $2.00 ea. 
Marred some in shipping, Unc. Br., 
1.50 ea. 1885-S Unc., 5.00. 1883- 
1894-1901-02-04, all S Mint, Br. 
Unc. 4.00 ea. Slightly marred, but 
Br. Unc. 2.50 ea. 1878-1890- 
1892 CC Mint, Unc., 3.50 ea. 1891- 
1921 Morgan P-D-S 1.50 ea. One 
of each of the above 25 coins, 
60.00. 

PEACE DOLLARS: 1922, 23, 25, 26, 
27, 28, 35, all S Mint, Unc., 

2.00 ea. 

1922-23-24-26, all P Mint, Unc.. 
2.00 ea. 1922-23-26-27, all D Mint. 
Unc., 2.00 ea. 

COMMEMORATIVE Half Dollars: 
Oregon 192 6-P-S Mint, pair, 3.60. 

AUCTION SALES: Catalogues free 
to interested parties. 

NEW RETAIL CATALOGUE #19, 
over 80 pages, just out; 25c each. 

NORMAN SHULTZ 

Box 746, Salt Lake City 9, Utah 
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QUARTER EAGLES 

Comparable prices and better condition. 
1854 V. F. $9.00 

1861 V. F. 9.00 

1877-S Unc. 15.00 

1878 E. F. 8.50 

1907 Unc. 11.00 

1908 V. F. 7.50 

1911 E. F. 8.00 

1913 E. F. 8.00 

1914 V. F. 7.50 

1914-D Unc. 11.00 

1928 Unc. 10.00 

1854 $3.00 F. 13.00 

Our descriptions are conservative. 

DETROIT COIN CO.|p| 

(Harold L. Bowen, Mgr. 

818 Lawrence Ave., Detroit 2, Mich. 


GENUINE QUALITY HERE 

Three Cent Pieces 

1864 (silver) Dull proof $38.00 

1874 (nickel) Ex. fine 3.50 

1876 (nickel) Ex. fine 3.00 

1888 (nickel) Br. Unc 2.00 

Five Cent Pieces 

1875 Very fine 7.60 

1880 Brill, uncirculated 9.00 

1885 Brill, uncirculated 23.00 

1886 Unc., bright 6.00 

1887 Unc., bright 2.50 

1908, 1909 Unc., bright, each .... 2.00 

Silver Dollars 

1797 Sm. letters on rev. Very fine, 

bright 55.00 

1798 Very fine 12.60 

1799 Very fine 12.50 

1799 Good 7.50 

1836 GOBRECHT on base. Proof. 

Shows slight wear 85.00 

Indian Head Cents 

1869 Very fine 7.00 

1870 Ex. fine, near unc 10.00 

1872 Ex. fine, abt. unc., red 15.00 

1874 Brill. Unc 5.00 

1878 Uncirculated, red 6 50 

1879 Brill. Unc 2.75 

1880 Uncirculated, red 2 00 

1885 Brill. Unc 6.50 

Satisfaction guaranteed 

CHARLES A. McLEAN 

A. N. A. 4540 

24 Grove St. Asheville, N. C. 


BRILLIANT UNC. DOLLARS 

15% Discount on 
Bril. XF to 


1878-P 

Unc. 

Ab.U. 

7F 

1878-P 

$7.50 

$3.75 

8F 

2.50 

1.50 

1878-CC 

3.50 

1.90 

1879-P 

2.50 

1.80 

1879-0 

8.90 

3.75 

1879-CC 

8.90 

4.50 

1880-P 

2.25 

1.80 

1880-0 

6.50 

1.90 

1880-CC 

8.90 

3.90 

1881-P 

2.50 

1.80 

1881-0 

5.90 

1.90 

1881-CC 

9.90 

4.90 

1882-P 

2.25 

1.80 

1882-0 

4.90 

1.90 

1882-CC 

5.90 

3.50 

1883-P 

2.75 

1.80 

1883-0 

4.50 

1.90 

1883-CC 

5.90 

2.90 

1883-S 

4.25 

1.90 

1884-P 

2.50 

1.80 

1884-0 

4.50 

1.90 

1884-S 

9.90 

4.50 

1885-P 

2.50 

1.80 

1885-0 

6.90 

1.90 

1885-S 

4.50 

1.90 

1886-P 

4.50 

1.90 

1886-0 

6.50 

1.80 

1887-P 

7.50 

1.90 

1887-0 

4.50 

1.80 

1888-P 

5.90 

1.90 

1888-0 

4.50 

1.90 

1889-P 

4.50 

1.90 

SEXD 

FOR MY 

HARRY ^ 

24 Maple 

1 Drive, Ne 


ordera of $50.00 

Bril. XF to 
Unc. Ab.U. 


1889-CC 

1889- 0 

1890- P 
1890-0 

1890- CC 

1891- P 
1891-0 

1891- CC 

1892- P 
1892-CC 
1892-0 

1892- S 

1893- P 
1893-0 
1893-S 

1893- CC 

1894- P 

1894- 0 

1895- 0 

1895- S 

1896- P 

1896- 0 

1897- P 

1897- 0 

1898- P 

1898- 0 

1899- P 

1899- 0 

1900- P 

1900- 0 

1901- P 

1901- 0 

1902- P 
1902-0 


7.50 

4.50 
4.50 
4.50 

4.90 

4.50 
4.80 

6.90 
5.5U 

7.90 

4.90 

12.50 

7.50 

7.90 

8.90 

8.50 

4.90 

7.50 

17.50 

6.50 

5.50 

8.90 

4.50 
8.90 
8.90 

6.50 

4.50 

4.50 
4 50 

7.50 

4.50 

2.50 
8.90 


COMPLETE LIST 
W, BASON 


2.90 

1.90 
1.90 
1.80 

2.50 
1.90 

1.90 

2.90 

1.90 

2.90 

1.90 

4.50 

3.90 

4.50 
25.00 

4.90 

6.50 

1.90 

3.90 

7.50 

3.50 

1.90 

4.90 
1.80 
4.90 

4.90 

2.90 

1.90 
1.90 

1.90 

2.90 

1.90 
1.80 

2.90 


1947 STANDARD CATALOGUE 

Only a few left. $3.50 postpaid 

Whitman’s 1947 Guide Book 81.50 
Postpaid 

CHOICE SILVER DOLLARS 

Practically no nicks or scratches 

1.85 

3.50 
3.60 

5.00 

2.00 

1.50 

1.50 

2.50 

4.00 

2.50 

4.50 
3.75 

2.00 

2.50 
1.40 

PEACE DOLLARS? 

Yes. What do you need? 

Please add .10 for postage 
The Seal of Satisfaction 

C. V. REEMSNYDErU 

185 Kneeland Rd., Xew Haven 1,% Conn. 


1860-0 BU $11.50 

1885-0 VF 

(proof surface) 

1886 BU 

1878 (7f) BU 

1.50 

1886-0 VF 

1879 BU 

2.50 

1886-0 AU 

1880 AU 

1.50 

1889-0 VF 

1880 BU 

2.50 

1890-S BU 

1881 VF 

1.50 

1891 VF 

1881 BU 

2.50 

1892-0 VF 

1882 VF 

1.50 

1896 BU 

1883 BU 

2.25 

1897-0 VP 

1883 BU Prf. 

8.50 

1899 BU 

1883-S VF 

2.00 

1900 BU 

1884 AU 

1.75 

1901-S VF 

1885 AU 

1.50 

1901-0 VP 

1885 BU 

2.50 

1921 BU 
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SPECIAL PRICES— MARCH ONLY 


u. S. COMMEMORATrVES, 

1892 Columbian 

1893 Columbian 

1920 Pilgrim . . •••••••••• 

1925 Norse, thick (medal) 

1928 Oregon 

1933-D Oregon • . • 

1935-P-D-S Boone (No. 34) 


1935-S Arkansas 

1935-D Arkansas 

1935- P-D-S Texas 

1936- P-D-S Rhode Island . 

1936-P-D-S Boone 

1936-S Oregon 

1936 San Diego 

1936-P Cincinnati 

1936-D Cincinnati 

1936-p Columbia, S. C 

1936- S Columbia, S. C 

1937- D Oregon 

1937- P-D-S Arkansas . . .. 

1938- P-D-S Oregon 

193S-P-D-S Texas 

1939- P-D-S Oregon 


ALL UNC. 

$ 1.00 

9b 

1.95 

2.45 

4.00 

6.25 

10.00 

4.15 

4.15 

5.25 

7.00 

10.25 

5.95 

2.25 

8.00 

8.00 

3.00 

3.00 

1.85 

12.25 

10.75 

29.75 

31.00 


QUARTERS, ALL BRILL. UNC. 

1902 $ 2.75 1908-0 $ 

1904 3.75 1908-D 

1904-0 13.95 1909 

1908 3.25 1910 


3.95 

3.25 

3.50 

3.75 


SC.\RCE HALF DOLLAR, BRILL. UNC. 
UKM-S (Perfect condition) $50.00 


Satisfaction guaranteed; orders over 
$5. prepaid; under, add 10c for postage 


WILLIAM M. HUTCHINSON 


A. N. A. 8861 

40 Rowley Street, Rochester 7, 

N. Y. 


SILVER DOLLARS 


1 fi71 -T> 

YF 

$ 4.00 

JLo 1 1 “X 

1878-P 

Gem 

(7F) Unc. with prf. surf. 

10.00 

1 893-P 

AU 

5.00 

1 SQ4-P> 

AU 

5.00 

1 on ^ - A 

1898-P 

AU 

4.50 

1 QOQ-'P 



4.00 

1903-S 

Scarce. XF 

15.00 


GOLD COINS 


1860-S $1.00 Scarce. Has few 
minor scratches on rev. VP . . 

loot TD Afl ■R'ino 

32.50 

12.50 

xoox-x 

1911-P 

$5.00 Fine, si. bent 

10.75 


SCARCE COINS 



17 WR VF 

6.50 

OC lot 

5c 191 

9_<3 TTine 

4.50 


15-0 VG-F 

10.00 

lUC ioj 
I 1 Q1 

6-D G-VG 

3.50 

1 UC i I 
OC^ 1 QO 

Ir c vn 

5.50 

25c 1918/17-S G-VG 

10.00 


25c 1919-D Fine . 
25c 1919-S Fine . 
25c 1920-D Fine . 
25c 1921-P Fine . 
50c 1917-S (obv.) 
50c 1901 -S VG 


VG 


7.50 

7.50 

7.50 

3.50 

3.50 

"ic 1945 and lOc 1944 unc. Freak 

coins. Set 1*°® 

Posta|?e extra on orders under $5.00 
please. Satisfaction assured. 


FOR EXACTING COLLECTORS 

Who Prefer 

QUALITY to QUANTITY 

-HAND PICKED”--GEM UNC.” 
1946 PDS Coins 


PDS Cents, singles, each 05 

PDS Nickels, singles, each 10 

PDS Dimes, singles, each 16 

PD Quarters, singles, each 40 

S Quarters, singles, each 50 

P Halves, singles, each 65 

DS Halves, singles, each 75 


NOTE: Due to scarcity, 1946-D 
Halves and 1946-S Quarters limited 
20 of each denomination to a cus- 
tomer. 1946-S Halves sent when and 
if available. 

SPECIAL. NOTICE: Orders taken 
now for 1947-PDS coins on same 
basis as above for “fastidious collec- 
tors, “ subject to availability. 

A “First Grade” thought: 
“GOOD” collectors had “BETTER” 
get the “BEST.” 

1947 Standard Catalogue, ppd. 3.50 
COIN CORNER 

C. B. Edwards, Mgr., A. N. A. 8479 
P. O. Box 1332 Wichita, Kansas 


MERCURY DIMES 

Uncirculated 


1916 $l.-'>0 

1931 


$1.25 

1916-S 2.00 

1931-D 


2.00 

1917 1.50 

1934 


.75 

1920 3.50 

1934-D 


1.00 

1923 3.00 

1935 


.75 

1927 2.00 

1935-S 


1.00 

1928 1.50 

1935-D 


1.00 

1929 1.00 

1936-S 


.75 

1929-S 1.75 

1937-S 


.75 

1929-D 1.75 

1938-S 


.60 

1930 1.25 

1939-S 


.60 

1936-P-D, 1937-P-D 

Each 


.45 

1938-P-D, 1939-P-D 

Each 


.35 

1940-P-S-D, 1941-P- 

S-D Each 


.25 

1942-P-S-D, 1943-P- 

S-D Each 


.20 

1944-P-S-D, 1945-P- 

S-D Each 


.20 

Circulated 

G. 

P. 


1916-D V. G. 3.00 
1921-P V. G. .75 

2.00 

.50 1.00 

1.00 

1926-S, 27-D 

.25 

.75 

1917-D, 18-D, 19-D, 
21-D 

.25 

.60 

.75 

1923-S, 25-D, 26-D, 
27-S 

.25 

.50 

.75 

Rest 1916 to 1931-P 

-S-D 

.25 

.35 


Saftsfaction or immediate cash refund 

HARRY L. KNEISLY 


CYRUS H. PHILLIPS 

39 Elm St. Tenafly, N. J. 


A. N. A. 8375 — R. C. C. 7 

1523 Palm St. Reading, Pa. 
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ILLUMINATED MAGNIFIER 
Five Power 



Uses 2 standard “D” size batteries 

HERE IS A REAL MAGNIFYING 
GLASS FOR COIN AND STAMP 
EXAMINATION. NO COLLECTOR 
SHOULD BE WITHOUT IT. 

Shipping weight 2 lbs. 

F.O.B. SEATTLE $8.95 
Order Yours Today 
R. C. EMRICH 

106 Prefontaine PL. Seattle 4, Wash. 


WYNNE’S ORIGINAL 
COIN HOLDERS 



Small display and proof holders for 
all coins. 


35c. 

Black finish, and visible from both 
sides. 

We make over 200 different holders, 
and also special holders to order. 

Write for our price list-catalog today. 

WYNNE COIN ALBUM CO. 

1508 North Central Avenue 
Phoeni.v, Arizona 

H. A. GLANCE. Mgr. 

A. N. A. 8974. 


PATTERNS 


★ 

Fixed price list on request 

Adams & Woodin Book 
on Patterns 

Price $3.50 postpaid 

Want list on other coins 
appreciated 


SOL KAPLAN 

18 East 14th St., Cincinnati 2, Ohio 

A.N.A. Life Member 97 



PAPER 

MONEY 

HOLDER 


50 POCKETS 


3 SIZES 
FINE CLOTH 
BINDER 


$3.00 

POSTPAID 
Order direct or from 
your own dealer 



SOL KAPLAN 

18 E. 4th St., Cincinnati 2. Ohio 

A. N. A. 8118 




A216 


THE NUMISMATIST, March, 1947 


WE BUY 

Old Coins, Stamp Collections, 
gold coins of numismatic value. 
Want lists courteously solicited. 

Mutual Stamp & Coin Exchange 

WALTER KOST 

Box 1842. Piedmont Station 
PORTLAND OREGON 

SPECIAL SALE AT FIXED PRICES 

Fine and Rare U. S. Coins 
Price list free on request 

M. R. ZARTMAN, Numismatist 

A.X.A. 9589 

York New Salem Pennsylvania 


COINS, MEDALS & PAPER MONEY 

Bought, Hold and exchanged. Yonr 
Avant lint appreciated. State condition 
and price of ^vhat you have to Hell. 
Prompt nervlce. 

Morgan Hollars 1021 -D Unc 91.45 

Peace Hollars 1022-0 Unc 1.45 

Washington Uuarters 1040-S Unc. .40 
Mercurv Himes 1SM3-H Brill. Unc. .20 
Jeiferson Xicke’s 1043-H Brill. Unc. .30 
Indian Head Cents, niUetl dates, 

good to very fine, each 07 

United States currency, legal tender 
noies for sale. Satisfaction guaran- 
teed. Orders over $2.00 postpaid. 

CARL RASKIN, Numismatist 

P. O. Box 2012, Terminal Annex 
Uos Angeles 54, California 

INDIAN AND ILINCOLN CENTS 

BOUGHT, SOLD and EXCHANGED 
125 all different dates $10.00 


Commemorative Halves, uncircu- 
lated condition accepted in exchange 
at market value. 

R. B. HALEY, A.N.A. 11814 
3258 Ellenda Avenue 
Los Angeles 34, Calif. 


COMMEMORATIVE HALF DOLLARS 

Bought and sold at reasonable 
prices. Send for price list. I 
send on approval. In what are 
you interested? 

TOIVO JOHXSO]\ 

East Holden Maine 

ILLUSTRATED 

WAR MEDAL and DECORATION 
CATALOGUE 

327 Medals Illustrated 
575 Medals Listed and Priced 
Pocket Size, 9x6 inches 
$1.00 postpaid 

LENARD L. BABIN 

95 N. Elm St. Rochester, N. Y. 

U. S. CURRENCY, UNCIRCULATED 

A limited number of fine 1869 
Spinner-Allison $5.00 bills 
$10.00 to $12.50 each, accord- 
ing to centering. 

Edgemont Stamp & Management Co. 

603 Conunonwealth Bldg. 
IMttsburgh 22 Pennsylvania 

INDIAN CENTS, CIRCULATED 

NONE RARE 

Single ... . $ .04 

100 3 3.50 

1000 S 30.00 

Also Lincoln Cents, Nickels, 
Dimes and Quarters, Circulated 
Postage under $5.00 
EDWIN J. REICHEL, A.N.A. 12485 
4738 Armitage Ave. Chicago 39, 111. 
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CLASSIFIED SECTION 


WANTED 


Rate: 7 cents per ^vord each inser- 
ti«»ii; 111 ini Ilium charire, 91.20. Initials 
(2), numbers and abbreviations count 
as words. Remittance with copy. 


MY WEAKNESS is Michigan paper 
money. Will buy anything needed. Har- 
old L. Bowen, 818 Lawrence, Detroit 2 , 
Mich. Apr. 


FOR SALE OR EXCHANGE 


NEW PRICE list U. S. Cents to D-ollars. 
Send self-addressed envelope. V. L. Ar- 
rington, 2736 35th Ave., Oakland 2, 
Calif. 


DIE BREAKS, silver Dollars, other 
coins, chiefly S Mint. Special low 
prices. Robert Brunish, 112 Groverton 
Place, Los Angeles 24, Calif. 


COMPLETE Indian Head Cent set, 
plain readable dates, $39.75. Good to 
fine set, $49.75. Hans Bielen, Spring- 
field, Minn. 


SET LINCOLN Cents $165.00, all bright 
unc. Also have sets of almost all U. S. 
coins, etc. Buy or sell. Consult C. J. 
Dochkus. 3522 E. Thompson St., Phila- 
delphia 34, Pa. 


$2.50 GOLD, 1908 to 1929 at $7.50. $2.50 
before 1908 at $9.50. Also most dates of 
$3.00 gold at $20.00 each. C. J. Dochkus, 
3522 E. Thompson St., Philadelphia 34, 
Pa. 


ROLLS (50) Lincoln Cents, different 
dates or mints, for sale or trade for 
Barber Half or Quarter Dollars. Dupli- 
cates for sale or trade. A. B. Heldahl, 
R. 1, Eatonville, Wash. Mch 


GUARANTEED special sale far below 
catalogue: rolls of uncirculated 1942 
Phila. Half Dollars at $13.25 per roll; 
1878, 1878-S, 1878-CC Unc. Dollars, 

$5.25 for the three; 1880, 1882, 1897-S, 
1921, 1923, all five for $7.25. Edward 
Lewis, 52 Centre St., Rye, New York. 

Apr 


INDIAN HeadS; assorted dates, none 
scarce, my selection. Five cents each, 
or $3.50 per roll of 50. Have nearly all 
dates Lincoln Cents. Crawford, 540 
North Laramie, Chicago. Mch. 


WANTED 


BRAZILIAN and Portuguese coins, all 
metals, wanted for my personal collec- 
tion. Please send list. H. Ferrari, Box 
188, Matador, Texas. Mch 


SELL ME your Quarters and Halves 
from 18D2 up, now while many are 
worth their weight in gold. State dates 
and prices desired. C. J. Dochkus, 3522 
E. Thompson St., Philadelphia 34, Pa. 


TRANSPORTATION TOKEN collector 
will buy old Horse Car, Turnpike, 
Bridge or Ferry Tokens. Describe and 
price in first letter. Edgar Levy, <I!ol- 
orado Springs, Colo. Aug. 


WANTED: Strictly uncirculated 1932-D 
and S quarters. State quantity avail- 
able and price desired. Tatham Stamp 
& Coin Company, Springfield, Mass, tf 


OBSOLETE Bank Notes. Will purchase 
single notes or a collection. Especially 
desire western states and territorial 
notes. Robert Dickson, 21854 Cromwell 
Avenue, Cleveland 16, Ohio. May 


Present A.N. A. membership 
approximately 5,700. 


B COIN-ENVELOPES B 


ncucriptiun Per lOO lOOO 

Brown kraft, 2x2, plain ....$ .25 $2.00 

Same, printed date, no., etc. .40 2.50 

Gray kraft, 2x2, plain 30 2.10 

Same, printed date, no., etc. .40 2.50 

Manila, 2x2 plain 20 1.50 

Same, printed date, no., etc. .25 1.60 

Cellophane, 2x2, heavy 

weight 3.00 22.00 

Glassine, 2x2 35 2.00 

Manila, 2i/4x3% 35 2.00 

FOR PAPER MONEY. Cello- 
phane, heavy weight, 

3^x8% 3.00 23.00 

Send 10 cents for samples of each 


TATHAM COIN CO., 
Springfield 45, Mass. 


ATTENTION COLLECTORS 

Your want list appreciated for all 
U. S. series of coins from Half Cents 
to gold pieces. Have quite a number 
of uncirculated large size notes in 
stock. New 1947 Whitman’s Guide 
Book of U. S. Coins, cloth bound, 
256 pages, $1.50. 

W. O. WHITE 

420 South Franklin St. 

AV^atkins Glen, N. Y. 

Wanted: Early U. S. coins in all 
series, especially brilliant proofs of 
Quarters, Halves and Dollars. 


LARGE CENTS 


5 
t 

S> HALF CENTS 

IjTl OTHER U 


INDIAN HEADS 

S COINS 


^ at^eadona^&l^tice^ 

“ MOST DATES IN ANY CONOlT ON DESiRED ijf 
y FOP AN INOIVIOUAL QUOTATION ¥ 

t Edward Hutchinson j 

5* 3463 ‘1 St Philadelphia34,Pa.2 

mwAYs fAt rfff ro wi/fi coi ucr/o/T^i 
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AWARDS TO AUTHORS OF ARTICLES PUB-^ 
LISHED DURING THE YEAR 1946 

We owe much to those collectors who have helped make The Numis- 
matist the most popular of all coin magazines and I am indeed pleased 
to announce the Awards for the year 1946. The articles published 
during the last year cover a wide range of subjects and, it is interesting 
to note, that only two of these given awards in 1945 are among those 
recognized in 1946. This indicates that The Numismatest has no 
favored group of writers and that those willing to spend the time and 
effort required to turn out a worthwhile numismatic article will always 
receive full recognition, regardless of past contributions. 



The Award Medal, which is illustrated for the first time, was first 
awarded in 1945 and will again be awarded in 1947 as also will the $500. 

I wish to express my appreciation of the good work done by the 
Awards Committee, consisting of Messrs. Coffin, Duffield, Ferguson, 
Freeman, Mosher, Saxon, and Lee. This committee worked independ- 
ently of each other and I personally tabulated the ballots. Contribu- 
tions wTre judged according to their originality, literary merit, useful- 
ness to collectors, completeness and timeliness. 

It is my hope that these awards will encourage others to share their 
knowledge with their fellow collectors and that the recipients will con- 
tinue their good work. 

—V. LEON BELT, President. 

FIRST PLACE 
Silver Medal and $100 

James J. Curto, Grosse Pointe, Mich. SUTLERS AND THEIR 
TOKENS. 

SECOND PLACE 
Bronze Medal and $75 

Richard T. Hoober, North Hills, Pa. SNAPSHOTS OF COLONIAL 
NOTE SIGNERS. 
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THIRD PLACE $65 

Martin P. Kortjohii, New York City. ALVMWVM COINS. 

FOURTH PLACE $50 

Ernst Kraus, Brooklyn, N. Y. NEW OR RECENT ISSUES. 

FIFTH PLACE $35 

Dr. A. F. Pradeau, La Creseenta, Cal. MEXICAN PATRIOTS AND 
THEIR PART IN NUMISMATICS. 

$25 AWARDS 

Dr. Gilbert S. Perez, Manila, P. I. THE LURE OF ODD MONEY. 

M. L. Peterson, Lt. USN. JUNGLE MINTS. 

$15 AWARDS 

A. E. Kelpsh, Miami Beach, Fla. SILVER DOLLARS OF TUSCANY 
DURING THE RULE OF THE HOUSE OF MEDICI. 

Marion E. Harrison, II, Arlington, Va. DATED LISTS OF SOVER- 
EIGNS. 

L. W. Culver, Milwaukee, Wise. THE SESQUICENTENNIAL OF 
THE QUARTER DOLLAR. 

$10 AWARDS 

Lewis G. Granger, Dayton, Ohio. NOTES ON THE HISTORICAL 
COINAGE OF TRAJAN. 

Weber de Vore, Three Tuns, Pa. MAUNDY MONEY OF ENGLAND. 

Max M. Schwartz, New York City. (Collaborator) SUTLER TOKENS. 

Serge V. Glad, New York City. THE GANGUT BICENTENNIAL. 

Edward L. Weikert, Washington, D. C. NUMISMATIC NEWS FROM 
THE NATION’S CAPITOL. 

Frederic B. Taylor, Boston, Mass. COIN CABINETS. 

Benjamin Rogers, Middleburv, Vermont. THE VERMONT GLASS 
FACTORY AND ITS NOTES. 

Harvey L. Hanson, San Jose, Cal. CURRENCY OF THE FAEROES. 


IMPORTANT ANNOUNCEMENT TO ALL 
NUMISMATISTS 

Coming in April! A fact-filled, interest-packed, full-length editorial fea- 
ture of special interest you won’t want to miss! 

See next month’s issue for details and highlights covering the trip to 
Niagara Falls. This is one of the many big entertainment features scheduled 
for tills year’s A. N. A. Convention. A special preview in print for you!/ 

HOWARD M. MYERS, 
Publicity Director, 

1947 A. N. A. Convention, 
Buffalo, N. Y. 


228 


THE NUMISMATIST, March, 1947 


DEALERS’ BOURSE CASES FOR A. N. A. CONVENTION 
IN BUFFALO NOW BEING RESERVED! 

Now is the time for all coin dealers who plan to participate in the Bourse 
at the 1947 Convention of the American Numismatic Association (Hotel 
Statler, Buffalo, N. Y., August 23-27) to make their reservations for display 
cases. 

So advises George A. Cage of the Buffalo Club, Chairman of the Bourse 
Committee. 

Pointing out that only a limited number of cases are available, he strongly 
urges dealers to anticipate their requirements and apply for their reser- 
vations immediately to assure proper distribution of cases to all dealers 
wanting them for exhibiting materials. 

Cases will be located in a special section on the 17th floor of the Statler 
directly adjacent to space housing exhibits by A. N. A. members, the business 
sessions and other important Convention activities. As a measure to safe- 
guard dealers’ materials, watchmen will be on duty day and night through- 
out the Convention. 

Cases will be accessible to dealers for their use in setting up displays 
from Saturday morning, August 23, until the close of the Convention. 

When applying for reservations, interested dealers should specify the num- 
ber of cases wanted. Requests for reservations are to be sent to George A. 
Cage, Bourse Committee Chairman, 690 Ellicott Street, Buffalo 3, N. Y. 


A. N. A. MEMBERS URGED TO DISPLAY COLLECTIONS 
THREE TYPES OF CASES AVAILABLE 

Furnished by the American Numismatic Association to help spur maximum 
interest in the exhibits at the A. N. A. Convention (Hotel Statler, Buffalo, 
N. Y., August 23-27), display cases will be readily available to all members 
planning to show their prize numismatic materials. 

In making this announcement, William J. Winkley of the Buffalo Numis- 
matic Association, Exhibits Committee Chairman, revealed that three types 
of cases may be obtained by A. N. A. members for the display of (1) coins, 
(2) medals, and (3) paper money. Each exhibitor will be limited to a total 
of three cases — all one kind or in any combination as desired most ap- 
propriate for the exhibiting member’s particular purpose — Winkley also said. 

Exliibits To Be Guarded and Fully Insured 

Exhibits will be guarded day and night throughout the Convention, with 
watchmen on duty continuously. Of additional interest in this connection 
to all those numismatists planning displays, is the further fact that each 
exhibitor will be required to supply Convention officials with an itemized 
list of material and its valuation when placed on display so that adequate 
insurance coverage can be made. 

Cases will be available for use Saturday morning, August 23. Requests 
for cases specifying the number of each type desired should be sent as soon 
as possible to W. J. Winkley, Chairman of the Exhibits Committee, 690 
Ellicott Street, Buffalo 3, N. Y. 

Show Others Your Choice Items! 

To see displays by other members is one thing; to sponsor your own is 
quite another. For while one gets a big thrill out of viewing the collections 
of others, one derives a much bigger thrill in having his own exhibit. That, 
says Winkley, has proved the general experience in years past of all mem- 
bers who have exhibited material. “The more displays the better. This is 
YOUR Convention, and you can help make it a complete success by showing 
your numismatic gems to others.” 
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DISPLAY ADVERTISING RATES — EFFECTIVE JANUARY 1, 1947 


Only the following space units 
are available 

1 Month 

3 Months 

6 Months 

1 Year 

One-eighth page 

$ 4 50 

$ 13.10 



One-quarter page 

8!30 

15.00 

30.00 

$ 25.70 

A.n 90 

$ 48.60 

One-half page 

XU 

7n 

Q CIO 

89.40 

One page 

T O. i U 

oO.OU 

171 OO 

1 62.00 
•to A AO 

One page, inside cover 

37!70 

41.30 

o 1 *0 U 

109.75 

120.00 

1 i l.UU 

214.80 

235.25 

0^4. UU 

A04! OO 

One page, outside cover 

4 vD.yu 

So 


^40. oU 


ADV^ERTISERS PLEASE NOTE 

All correspondence relating to advertising should be addressed to the 
Business Manager (see above). Make all remittances payable to the American 
Numismatic Association. 

Advertising Contracts: These are available, covering periods of three, six 
and twelve consecutive months for display space as listed in the above 
Table of Rates, and are necessary if the schedule of reduced rates is to apply. 
If the advertiser prefers not to accept the Contract, such reduced rates will 
be granted only upon payment in advance for the period desired. 

References: All advertisers who submit copy for the first time are definitely 
requested to furnish therewith banking or other satisfactory referenuco. 

Available Space Cnit.s: Practical considerations restrict the allocation of 
space units to those listed in the above table. Any amount of space (subject 
to any current limitations) is available IF these units or a combination of 
them are used. Unless contrary instructions are given, copy will be cut if 
found too full for the space designated; if no designation is made, it shall 
be understood the amount of space is left to the discretion of the Business 
Manager. 

Classified Ads The cost is computed at seven cents per word each insertion: 
initials (two), numbers and abbreviations to count as words., Minimum 
charge, $1.25. Remittance must accompany copy. These will be set in 
6 point Roman; no display type. 

Deadline: Copy must be received by the 10th of the month to insure inser- 
tion in the following month’s issue. 

Mi.scellaneoii.s: Please furnish copy separately from your letter of trans- 
mittal. Advertising copy included in the .body of a letter usually has to be 
re-typed for the printer; this should not be required. 

Advertising copy should be prepared with minute care. Carelessness in- 
vites error — something which both advertiser and publisher are anxious to 
avoid. Use only one side of the sheet. Mail auctions not acceptable. 

In the absence of an Advertising Contract, when payment in advance 
for any number of consecutive months has been made, if change of copy has 
not been received by the 10th of the month for the next issue, the latest 
preceding advertisement will be run. 

Advertisers may use a trade name, but, except in the case of an incorpo- 
rated concern, the name of the proprietor or of some other responsible person 
connected with the firm must also appear in the advertisement. 

The right to edit copy, to require payment in advance, and to decline any 
advertisement is specifically reserved. Superlatives prohibited. 
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STATLER OFFERS A. N. A. CONVENTION-GOERS 
BUFFALO’S BEST HOTEL ACCOMMODATIONS 

Excellent accommodations in the city’s finest hotel are assured numis- 
matists the nation over who plan to attend the A. N. A. Convention in 
Buffalo, N. Y., August 23-27, reveals Dr. John H. Wild of the Buffalo Club, 
General Chairman of the 1947 Convention, who has just completed arrange- 
ments with the Hotel Statler for housing members and non-members during 
their brief stay in the ‘‘City of Good Neighbors.” 



BUFFALO’S BEST and most noted liotel, the Statler, will be headquarters 
for the 1947 Convention of the American Numismatic Association August 
23-27, a gathering tliat already promises to be the finest from every stand- 
point in the organization’s history. At immediate right is a magnificent 
marble shaft erected as a lasting memorial tribute to the nation’s 25th 
President, William McKinley. 


‘‘With every convenience, comfort and service designed for your complete 
relaxation, the Statler radiates a real homelike atmosphere,” Dr. WMld 
asserts. ‘‘Here, in Buffalo’s largest, most luxurious hotel, you will find a 
wide range of first-class accommodations from single rooms (with private 
bath — shower or tub and shower) to family suites, as well as an irresistible 
cuisine to tempt you at meal time whether your appetite suggests a feast or 
a snack.” 

In a location central to the city’s shopping and business districts, the 
theatres and night clubs, this modern hotel, Buffalo’s best, provides the 
ideal place to dive while attending the Convention and touring the Niagara 
Frontier, the General Chairman adds, particularly since it will be Convention 
Headquarters. 


Rate Schedule Released 

Rates have been established in the time-honored Statler tradition that 
precludes rate-raising at convention time, but they are, of course, subject 
to possible minor revision according to conditions prevailing in August. 
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They are announced as follows: 


Room for one 

Room for two per day 

per day 

Double Bed 

Twin Beds 

$3.30 

$o.o0 

$ 6.60 

3.85 

6.05 

7.70 

4.40 

6.60 

8.25 

4.95 

7.15 

8.80 

5.50 

7.70 

9.35 

6.05 

8.25 

9.90 

6.60 

8.80 

11.00 

Each room has a private 
tub and shower. 

bath, which is either a 

shower or combination 

Suites Also Available 


Suites are also available, 
as follows: 

ranging in prices from 

$20.70 to $28.00 daily. 


Two bedrooms with connecting parlor (one bedroom 


with double bed, the other with twin beds) 20.70 

Tw’o bedrooms with parlor between (twin beds in both 
bedrooms) 28.00 


Early reservations are urged to assure certainty and best choice of ac- 
commodations, the General Chairman also points out. Reservations should 
state explicitly (1) the exact type of accommodations desired, (2) the name 
of persons or parties for whom made, (3) expected date and time of arrival 
(morning, afternoon, or evening), and (4) expected length of stay in Buffalo. 
Send all reservations directly to the General Chairman, 690 Ellicott Street, 
Buffalo 3, N. Y., and not to the hotel. 

Interesting Facts About the Statler 

Hotel Statler not only will enable conventioning numismatists to live in 
home comfort they like while visiting Buffalo, “the Crossroads of Historic 
Trails," first and oldest frontier city in the nation’s westward march, but 
also offers a variety of historical features of special interest to numismatists. 

For example, the hotel is but a short stone’s throw from a resplendent 
marble shaft built in memory of President William McKinley. At the base 
of this magnificent monument repose in regal splendor four beautiful 
lions, carved in stone, which are the work of the noted sculptor, Augustus 
St. Gaudens, who designed ope of the handsomest gold coins, a $20 gold 
piece, ever issued by the United States. 

And from the upper window^s of the Statler, standing on part of the site 
of the home of Millard Fillmore, native Buffalonian who became the nation’s 
13th President, visitors will see in panoramic splendor an encompassing 
canvas of the Buffalo harbor — an unforgettable sight and visible proof at 
first hand why Buffalo, as the hub of a great industrial empire, ranks as 
America’s first city in fiour milling, a leading producer of iron and steel, a 
key center for rayon and cellulose products manufacture, and an equally 
important factor in other essential fields of industry and commerce. The 
hotel is but a few short blocks from the western terminus of the far-famed 
Erie Canal, which played so stellar a role in the development of the Niagara 
Frontier. 

Ample Facilities For All Activities Assured 

Designed especially for convention activities, the 17th fioor of the Statler 
has been secured, so that ample space will be provided to meet all A. N. A. 
needs. Dr. Wild adds. Moreover, the Chinese Room, the beautifully-terraced 
Niagara Room and the Grand Ballroom also have been arranged for to 
present special program features already planned. 

“And being close to breezy Lake Erie, it will prove a nice cool place for 
the gathering . . . just another of the many reasons why August 23-27 
offers ‘a good time for your vacation’ in Buffalo,’’ the General Chairman 
concludes. 
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MISCELLANEOUS LIBRARY NOTES 

By TED R. HAMMER, A. N. A. Librarian 
P. O. Box 225, Marinette, Wise. 



Recent miscellaneous additions to 
the A. N. Library: 

M.79, Elementi di Numismatica 
d’ltalia Moderna e Antica, a well il- 
lustrated work which collectors will 
be able to use even if not familiar 
with Italian. Hundreds of ancient 
and modern coins are illustrated in 
this book, printed in 1934. (Ship- 
ping weight one pound — contains 
270 pages.) It was donated by David 
M. Bullowa. 

A-11, Descriptive catalogue of 
Foreign coins by H. Lyle Andrews, 
32 pages. 

J-15P, Two 1939 Numismatist 
articles by John F. Jones on “Encas- 
ed Postage Stamps,” and “Makers of 
Encased Postage Stamps,” bound 
with a Raymond catalogue on encas- 
ed postage stamps. 22 pages. 

R-25P, “The Sesqui-Centennial of 
the One Cent Piece,” by Lewis M. 
Reagan, A. N. A. General Secretary, 
from March, 1943, Numismatist. The 
article contains interesting mint his- 
tory, coinage laws and information 
on the cent of 1793 and early half 
cents and cents. 10 pages. 

G-36, “Portraits on the $2 Issues 
of U. S. Paper Money and Demand 
Notes” from March and April, 1943 
Numismatist, respectively. By co- 
incidence, two notes on Josia Sprin- 
kles’ “Dollars” are attached to both 
paper money monographs. 10 pages. 

S-89P, “Pacific Currency,” by Al- 
lan Sutherland, from August, 1943 
Numismatist. 8 pages. 

D-9P, “Epitome of the History of 
the Military Medal,” by William S. 
Dewey, former A. N. A. librarian. 


(April 1943 Numismatist) 6 pages. 

H-39P, “Numismatics of the Small 
American Cent” (Numismatist, Octo- 
ber, 1939); “A Study of Lincoln 
Cents” (Numismatist, January, 1941) 
and “First Gold Notes of America” 
(Numismatist, January, 1941). 8 

pages. 

R-6P, “The Trues, Die Cutters in 
Albany and Cincinnati,” (December, 
1941 Numismatist). 8 pages. 

P-29P, “The Last Colonial Cobs,” 
(July 1945 Numismatist), article by 
Arnold Perpall, four pages including 
two pages of photographs. 

T-13P, “Money of the Republic of 
Texas,” by A. O. Thomas (Sept. 1944 
Numismatist), 6 pages. 

K-23P, “War Casualties in Coins,” 
by Martin F. Kortjohn, (November, 
1944 Numismatist) 6 pages. 

H-25P, “The Coinage of New 
Guinea,” Sidney V. Hagley, (June, 
1944 Numismatist). 4 pages. 

E-12P, Two articles on “Kettle Im- 
itations,” including illustrations of 
those in the collection of O. P. Ek- 
lund (June and August, 1945, Nu- 
mismatist). 8 pages. 

Y-IP, “The Emergency Coinage of 
the California Gold Rush,” by Rich- 
ard H. Yeoman, (September, 1944, 
Numismatist). 10 pages. 

H-4 4P, “Paper Money Oddities,” 
T. R. Hammer, (December, 1945, Nu- 
mismatic Scrapbook). 4 pages. 


Those containing the letter P after 
the number (for pamphlet) may be 
shipped for either three or four 
cents. 


The library has added two new 
bookcases, which were needed for 
some time. We now have the pamph- 
lets together in one bookcase, and 
this makes it easier to care for and 
handle the library books. 


Pennsylvania, New York, Illinois, 
New Jersey and California A. N. A. 
members are the most ardent readers 
so far during the new fiscal year. 
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CONFEDERATE SI'ATES OF AMERICA 
PAPER MONEY: 

CLASSIFICATION AND LISTING 

By P. H. CHASE, A. N. A. 4286, Philadelphia 

(All rights reserved by the author) 

PART XX 

(Continued from February number) 

Postscript, Hiblio^raphy, Additions and Corrections 
POSTSCRIPT 

1 he initial purpose of this series of articles on Confederate States of 
America Pai)er Money, now concluding, was to describe a flexible, com- 
piehensne scheme of classification and to follow with an illustrated 
descriptive listiiiL^ of the types of notes and their varieties. While this 
subject-matter was appearin*,*- in The Xumisisi atist it was found that the 
scope could be widened by the inclusion of entirely new collateral 
material which was under investiLmtion. Comsequently, additional 
articles have appeared on Control Stamps and ^larkin^s, on Counterfeit, 
Facsimile and Bogus Notes, on the Chemicograph Backs and finally on 
\ai*iants, Plate Letter-Numbers and Tlieir Origins. 

The material is intended to help present collectors, attract new col- 
lectors and encourage further study in a field that still has manv un- 
explored corners. 

Grateful acknowledgment is here made to the many collectors who 
have generously loaned material for inspection and comparison, or have 
given advice and sugge.stions. :\ruch of accuracy and value would have 
been lost without their helpful interest. 

These remarks conclude with the words of :\Ir. August Dietz, Sr., of 
Richmond, Virginia, the well-known authority in the Confederate phila- 
telic field, whose encouragement and competent advice have been of par- 
ticular help, llis remarks are appropriate to all fields of collecting. 

Ihe true collector is never satisfied with mere acquisition. There 
is more to strive for than completeness, or scarcity, or condition. 
An absorbing story lies beneath the surface.’ The deejier we delve 
into it. the greater becomes oui* desire to learn more and through 
our study find answcn-s to the questions that jiuzzle the layman. 
shall never finish our apprentic(‘ship, for there will always be new 
discoveries as we go on — and new problems. L>ut herein lies the 
real zest of intelligent collecting.” 

HIRLIOGR.AFHY 

Register of Confederate Treasury Notes Issued. Chapter X, Volumes 99, 
et seq. (Original books in War Department Collection of War Records— 
National Archives, Washington, D. C.) 

Table of Confederate Currency. 

American Journal of Numismatics, Volume 3, Numbers 1, 3 and 4. 
(May, July and August, 18 67). 

The Currency of the Confederate States of America. 27 pp. and plates. 
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William Lee, M.D., Washington, D. *C., 1875. (Copy in Library of 
Congress) . 

Descriptive Catalogue of Confederate Notes and Bonds. 3 6 pp. John W. 
Haseltine. Philadelphia, Pa., 1876. 

Confederate Note Album for a Complete Collection (With Descriptive Letter- 
Press). 171 pp. Raphael P. Thian, 1876. 

Album for Confederate Currency With Descriptive Index. 90 pp. C. H. 

Bechtel. New York, 1877. 

The Cheniicograph Backs. 

American Journal of Numismatics. Volume 12, Number 1 (July, 1877), 
and Volume 13, Number 2 (October, 1878). 

Register of Issues of Confederate States Treasury Notes, Together With 
Tabular Exhibits of the Debt, Funded and Unfunded, of the Confederate 
States of America, 18(>1-1865. 190 pp. Raphael P. Thian, Chief Clerk, 

Adjutant-General’s Office. W^ashington, D. C., 1880. (Copies in Library 
of Congress and in Duke University Library). 

The Currency of the Confederate States, Arranged by Issues, Denominations 
and Series. 19 pp. Raphael P. Thian. Washington, D. C., 1885. 
Descriptive and Clii*onological Catalogue of Confederate Currency. 24 pp. 

George W. Massamore . Baltimore, Md., 1889. 

The CuiTency of the CoiiRnlerate States of America, Its Issues, Types and 
Series; With Descriptive Letter Press. 418 pp. Raphael P. Thian. Prior 
to 1900. (Copy in Yale University Library). 

Confederate and Southern State Currency. 162 pp. William West Bradbeer. 
Mount Vernon, N. Y., 1915. 

The I’aper Money of the Confederate States — With Historical Data. The 
Numismatist — June, 1917 to February, 1919. H. D. Allen. 

Basic Classification and Listing, Confederate States of America Paper Money, 
1801-1865. 32 pp. P. H. Chase, 1936. 

Note: Other references to the Paper Money of the Confederate States of 
America are listed in An Index to The Numismatist, Volumes 1 to 51 (1888- 
1938), Page 173. The American Numismatic Association, 1940. 

THE END 


ADDITIONS AND CORRECTIONS 

Following are listed additions and corrections to the various articles which 
have appeared on Confederate States of America Paper Money. These 
include textual and typographical corrections, and additions for clarification 
and inclusion of new information. Although these are being incorporated 
in a reprint of the articles, they are listed here for completeness of the rec- 
ord in The Numismatist. 

November, 1944 Number 

Page 995: The second footnote should read: “t Indicative of the scope 
of varieties, 69 types of notes were issued of which 51 have differences 
classed as main design, engraver or printing varieties, totalling 219. Twelve 
kinds of papers and watermarks increase the number of varieties to about 
400. The plate letter-number varieties bring the total to about 3000 and the 
“minor” varieties swell this figure greatly.” 

Page 996: After the paragraph referring to a Catalogue and Price List 
by J. W. Haseltine, the following paragraph should be added: — 

“Probably the earliest printed album for Confederate Treasury notes was 
published in 1876 by R. P. Thian. This provided space for the types of 
notes and gave detail descriptions of them.” 

Page 996: The paragraph referring to the Bechtel album should com 
mence: — “Another album for ...” 

Page 996: The paragraph referring to a listing by R. P. Thian should 
read: — 

“In 1885 there appeared a booklet listing Confederate Currency by R. P. 
Thian, an employee of the United States Government in Washington, who in 
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ISSO was Chief Clerk in the Adjutant-General’s Office. During those years 
and later Mr. Thian did a tremendous amount of research on Confederate 
treasury history, including compilations of Treasury correspondence and 
reports, and abstracts from the original Register of Confederate Treasury 
^otes. He collected and classified a large number of Treasury notes. This 
hoard came to light recently. Thian prepared bound volumes of some 400 
pages on which specimens of the notes were mounted in hand-ruled spaces 
Also included were detail typewritten descriptions of the types of notes and 
many varieties, reproduced by some mechanical process. The existence of 
the various watermarked papers and all the Chemicograph backs is clearly 
shown by these two volumes. It anticipated much of the detail classification 
of plate and engraving varieties, which appears in the listing published by 
Rradbeer in 1915, and very likely v/as a major source for Bradbeer.’’ 

Page m)«: The paragraph referring to the book by W. W Bradbeer 
snould read: — 

undoubtedly the most comprehensive and detailed listing 
of Confederate currency appeared in a book \Sy W. W. Bradbeer. His 
nsting has been follow'ed by many of those interested in this field and 
deserves great credit for the inclusion of detail information on water- 
maiks, and geneially accurate information on the degree of rarity of 
each variety. Bradbeer and Thian have been drawn upon to a great 
extent in the listing which follows. How^ever, neither of their number- 
ing schemes distinguishes between types and varieties and the arrange- 
ment IS not flexible enough to meet the wide range of collector needs.” 
November, 1944 Number, Pages 998 and 999: 

On account of the recent re-printing of the articles by H. D Allen and 
he usefulness of nformation on rarity of the notes. Table I is reprinted 
V 7“'' estimated relative rarity for each type of note substituted for 
the references to the Allen articles. 

December, 1944 Number, Page 1120: 

Change the note following Table II to read: 

paper°”*' "NY” watermark are formed by more opaque 

On account of a correction to the tracing of the “NY” watermark a new 
cut of Figure No. 1 follows. After Figure No. 1 add: “There is some doubt 
whether the “J. Whatman 1S62” and “Hodgkinson & Co. Wookey Hole Mill” 
watermarks occur on notes other than those at the ends of the sheet.” 
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TABLE I— SUMMARY OF TYPES AND CROSS-INDEX 

Estimated 

Xype * Raymond Bradbeer Relative 


No. 

Denomination and Description ♦ 

No. 

No. 

Rarit 


Montgomery Issue 18<>1 




101 

$5 0 Three negroes in field (green) 

4 

4 

7 

102 

$100 Railroad train, station (green) 

3 

3 

7 

103 

$500 Cattle in brook (green) 

2 

2 

9 

104 

$1000 Jackson, r. Calhoun, 1. (green) 

1 

1 

9 


First Riclimond Issue 18(il 




105 

$5 0 Commerce and Industry (green) 

6 

6 

6 

106 

$100 Railroad train, river (green) 

5 

5 

6 


July 25, 1801 Issue 




107 

$5 Liberty, scroll and eagle 

11 

42-45 

6 

108 

$5 “Manouvrier” note (blue) 

12 

46-49 

5 

109 

$10 Liberty, flag and eagle 

10 

34-41 

4 

110 

$20 Square rigged ship 

9 

23-33 

3 

111 

$5 0 George Washington 

8 

14-2 2 

3 

112 

$100 Ceres and Proserpine flying 

7 

7-13 

5 


September 2, 1801 Issue 




113 

$2 Confederacy striking down Union 

38 

286 

6 

114 

$5 Group of five females (red) 

31 

243-245 

4 

115 

$5 Blacksmith, r. Boy, 1. (red) 

33 

246-249 

5 

116 

$5 C. G. Memminger 

35 

262-270 

3 

117 

$5 Same, bi-colored (green) 

36 

250-261 

3 

118 

$5 Indian girl and negroes, r. 

32 

271 

8 

119 

$5 Ceres on cotton bale 

37 

272-283 

2 

120 

$5 Sailor beside cotton bales 

34 

284-285 

3 

121 

$10 Indian family group (red) 

25 

150-152 

4 

122 

$10 Cotton bales on wagon (red) 

26 

153-155 

5 

123 

$10 R. M. T. Hunter, 1. Child, r. (orange) 

24 

156-167 

3 

124 

$10 Hope with anchor 

28 

168-172 

3 

125 

$10 Same, with “X-X’' overprint (red) 

29 

173-220 

2 

126 

$10 Liberty, shield and eagle, 1. 

30 

221-229 

8 

127 

$10 Ceres and Commerce, 1. 

27 

230-236 

3 

128 

$10 Negro picking cotton 

22 

237 

3 

129 

$10 Gen. Marison’s sweet potato dinner 

23 

238-242 

2 

130 

$2 0 Commerce, Ceres, Navigation (green) 

19 

99-100 

4 

131 

$20 Squure rigged ship 

20 

101-136 

2 

132 

$20 Navigation beside globe (red) 

21 

137-138 

5 

133 

$20 Industry seated behind “20” 

17 

139-143 

2 

134 

$20 Alexander H. Stephens (green) 

18 

144-149 

3 

135 

$5 0 Moneta, seated, treasure chest 

14 

5 9-7 8 

2 

136 

$50 Railroad train (I'ed) 

15 

79 

5 

137 

$50 Jefferson Davis (green) 

16 

80-9 8 

3 

138 

$100 Negroes loading cotton on wagon 

13 

5 0-58 

4 


* The first di«rit of the type number identifies the year of issue, i. e., 1 for 
1861, 2 for 1862, etc. 

t The estimated relative rarity i.s on .scale of 1 to 10, ^vith 1 to lowest, and for 
notes in fine condition. Consideration has been Riven to the number issued, the 
probable effects of wear and tear during circulation and of retirements from 
circulation. 
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TABLE I— SUMMARY OF TYPES AND CROSS-INDEX 


Type ♦ 

Xo. Deiioininatioii and Desciipi ion * 


Estimated 

Uayniond Brad beer Relative 
No. No. Rarity t 


18()2 Interest Notes 


201 $100 Railroad train 40-41 

202 $100 Three negroes in field (orange) 3 9 


287-309 2 

310-333 2 


203 

204 

205 

206 


June 2, 18(>2 Issue 

$1 Steam sailing ship 
$1 Same, with “1” — “ONE” 
$2 Confederacy striking dow 
$2 Same, with “2” — “TWO” 



44 

339-341 

(green) 

4 5 

342 

n Union 

42 

334-337 

( green ) 

43 

338 


3 

4 

3 

4 


Dated September 2, 18b2 

207 $10 Ceres reclining on cotton bale 46 

208 $10 (Essay) Ceres, wheatsheaf, sickle — 

209 $20 (Essay) Liberty — 


343-344 

346 

345 


3 

9 

9 


December 2, 18(»2 Issue 


210 

$1 

C. C. Clay 

211 

$2 

Large “2”, 1. J. P. Benjamin, r. 

212 

$5 

Virginia Capitol, Richmond 

213 

$10 

South Carolina Capitol, Columbia 

214 

$20 

Tennessee Capitol, Nashville 

215 

$50 

Jefferson Davis (green) 

216 

$100 

Lucy H. Pickens 


53 397-401 3 
52 391-396 3 
51 379-390 2 
50 369-378 2 
49 363-368 3 
48 350-362 3 
47 347-349 4 


April a, 18(>;5 Issue 


301 50c Jefferson Davis 

302 $1 C. C. Clay 

303 $2 Large “2”. J. P. Benjamin, r. 

3 04 $5 Virginia Capitol, Richmond 

305 $10 South Carolina Capitol, Columbia 

306 $20 Tennessee Capitol, Nashville 

3 07 $50 Jefferson Davis (green) 

308 $100 Lucy H. Pickens 


61 485-488 2 
60 474-484 3 
59 470-473 3 
58 448-469 2 
57 429-447 2 
56 418-428 2 
55 405-417 3 
54 402-404 4 


February 17, 18(>4 Issue 


401 

50c 

Jefferson Davis 

70 

578-579 

1 

402 

$1 

C. C. Clay 

69 

572-577 

2 

403 

$2 

Large “2”. J. P. Benjamin, r. 

68 

566-571 

2 

404 

$5 

Virginia Capitol, Richmond 

67 

558-565 

1 

405 

$10 

Field Artillery in action 

66 

540-557 

1 

406 

$20 

Tennessee Capitol, Nashville 

65 

504-539 

1 

407 

$50 

Jefferson Davis 

64 

495-503 

2 

408 

$100 

Lucy H. Pickens 

63 

490-494 

3 

409 

$500 

Stonewall Jackson, r. Washington, 1. 

62 

489 

4 


♦ Only the central or other proniinent subjects on the note are described. 
Printingr with color in addition to black i.s indicated in ( ). 
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December, 1944 Number, Page 1121: 

The first paragraph should read: 

“(c) Plate letters and plate numbers occur in great variety and with 
some types of notes they have different shapes, locations, etc. General 
collector interest is considered to be much less in plate letter-number va- 
rieties. They are often unaccompanied by notable differences in the other 
design features, such as the medallions, vignettes, and labels. For con- 
venience, the term “plate letter-number” (sometimes abbreviated to the 
coined word “plen”) will be used when referring to the letter or number, or 
combination of letter and numerals printed on the notes, regardless of 
whether printing was from a plate or from a lithographic stone. 

The identification of this class of variety usually is the plate letter-number 
itself always preceded by a colon (:) as the mark.* If it is desired to 
identify different locations on the note, or other differences in the plate 
letter-numbers in parentheses [(1), (2), etc.,] may be used for this purpose, 
following the plate letter-number itself. 

As plate letter-numbers fall in the engraving class of variety, it may be 
thought that their identification should follow the variety letter designating 
the design, engraver or printing variety. However, the less frequent col- 
lector reference to plate letter-numbers, and the fact that notes with differ- 
ences in plate letter-numbers often have more notable differences in the de- 
sign or layout of other components, which would be so identified, tip the 
balance in favor of placement following the paper and watermark designa- 
tion, if used.” 

The footnote should read: — 

“*A plate letter-number may consist of one or two letters, of numerals, or 
of a letter and numerals in combination. A single letter without numerals, 
or two letters, entered in two places on a note, is most usual. On some notes 
two letters or a letter and numerals are entered in one place and only a 
single letter in the other place (Type Nos. 131, 135, 138 and 201); with 
these the plate letter-number for convenience is considered the entry com- 
prised of two letters or of a letter and numerals. 

Some notes occur where through error the two entries are not identical 
(Example: Type No. 304, with one entry E and the other A, instead of A 
and A). With such errors, the plate letter-number identification should 
show both, for example — :E-A, instead of merely :E or :A.” 

December, 1944 Number, Page 1122: 

Under 123 B, correct the spelling of “Keatinge.” 


January, 1945 Number, Page 7: 

Under the Keatinge & Ball heading, strike out “138,” 

After Table III the following three paragraphs should be inserted: 

“In the printing of the Confederate Treasury notes both the metal plate 
(intaglio) and the lithographic processes were used, depending upon the 
facilities and experience of the printing establishment. 

The plate letter-number on each note indicates the origin of the note 
from a particular plate or stone, or group of plates or stones. To a large 
extent, each printing establishment for this purpose used a definite group or 
series of letters and numbers, a practice advantageous to the Treasury De- 
partment in keeping its records of notes. 

Particularly with types of notes lithographed by Hoyer & Ludwig and 
J. T. Paterson, there are many varieties characterized by differences in the 
detail design of medallions, vignettes and labels. In addition, there are less 
notable varieties, far greater in number and complexity, which include the 
differences in location and position of identical medallions, vignettes, labels, 
etc. The many varieties in size, shape and arrangement of the letters and 
numerals comprising a particular plate letter-number are usually associated 
with these differences in design or layout of the other components of the 
note. Considerable study will be required to make a comprehensive 
classification of these minor varieties. 
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February, 1945 Niiiiiber: 

Page 107: In first line of text correct to read “Act of May 16, 1861 . . . “ 
Page 111: The following cut showing details d. e, f and g replaces details 
d, e and f of Figure No. 3, and the first line of the caption should read: 

“Types Nos. 110, 111 and 112.” 



Types Nos. 11 0, 111, 112 


Page 112: Under 111 B add: “The existence of :Bb is doubtful.” At 
the bottom of the page add: “The notes of Type No. Ill occur with many 
differences in the portions of the “5 0” showing at the sides of the central 
vignette. 

Page 118: Delete the note following 111 D. After the description of 
Type No. 112 add: “Letters in ( ) refer to illustrations of details, Figure 
No. 3.” Under 112 A and B, insert “(f)” after “12^ mm.” Under 112 C, 
D and E, change “16 mm” to “15 mm (g).” 

March, 1945 Number: 

Page 219: Following the description of Type No. 115, the plate letters 
should read: — “:A, A A” 

Page 220: Under 116 B, delete the sentence “(This Variety is longer 
than Variety A).” 

Page 221: In the description of Type No. 118, last line, change “LOWER 
RIGHT” to “LOWER LEFT.” 

Page 222: Change footnote following after Variety 119 E to read: — 
“A later article will describe plate letter-number differences.” 

Page 228: At the end of the description of Type No. 123, correct the 
spelling of “Leggett.” In the description of Tyne No. 123, last line, change 
“BLACK AND RED” to “BLACK AND ORANGE.” 

April, 1945 Number: 

Page 888: Substitute the cut below for the old cut of Type No. 124. 
Change the description of Variety 124 B to read “B Same as Variety A except 
without dash over “bearer” :Z only.” 

Page 886: Following Variety 125 D2/22 add 125 D3 as follows: — 

“3 Fine lace “X-X” overprint 
/I — Plain paper 

/21 — Paper watermarked “CSA” in block letters” 
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Ty|)€‘ \o. 124 

Page Under the description of Varieties 127 A and B, strike out the 

small type notes and add: — “A later article will describe plate letter- 
number differences.” 

May, 1945 Number: 

Page 407: Change the description of Varieties of Type No. 133 as fol- 
lows: — 

“ A “First Series” and “Richmond” : 1 to 10 
B “2 Series” : 1 to 10 
C “3 Series” : 1 to 10 

D “First Series” and “Columbia, S. C.” 1 to 8 ” 

Page 408: Under Variety 135 A the plate letter-numbers should read: — 
“ : AD, A1 to A16, A, B to E, AD to AL* ” 

June, 1945 Number: 

Page 587: In the description of Type No. 201, the last line should read: — 
“GROUND. MILKMAID, LEP"T.” Strike out the small type note. The 
backs are bogus and are covered in a later article (June, 1946 number). 

Page 589: At the end of the description of Type No. 202, insert “OVER- 
PRINT “HUNDRED” IN ORANGE.” In the description of Variety 202 A, 
after “August” insert “2S,”. 

July, 1945 Number: 



Type No. 209 
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Paf?e 70(i: The sentence following the description of Type Xo. 207 should 
read: — “This is a September 2, 1861 note dated 1862 through error.” In 
the last line of the description of Type Xo. 209, correct the spelling of 
“issued.” Insert the following cut illustrating the note. Type No. 209. 

Page 707: At bottom of page insert a note “Varieties 210 A and 211 A 
occur with differences of the plate letters which will be referred to in 
subsequent articles.” 

Page 709: Under Variety 213 J) strike out the small type note and 


insert : — 


“ 1. Near top of note 

2. Far from top of note ” 

Under Variety 213 G insert: — 

“ 1. In small letters 
2. In large letters” 

August, 1945 Xiiiiiber: 

Page 841: Change description of Variety 216 B to read: — 

B “2nd Series” at left margin 
/I — Plain paper 

/31 — Paper watermarked “CSA” in block letters and wavy border 


line.” 


Page 842: Under Variety 302 D. add to the small type note: — “See a 
subsequent article.” 

Page 941: Add to the footnote under Variety 402 C: — “See a subsequent 
article.” 

Page 942: Add to the footnote under Variety 403 C: — “See a subsequent 
article.” 


November, 1945 Number: 

Page 1199: In description of Type No. 405. after “ACTION” insert 
“BUST OF R. M. T. HUNTER, RIGHT.” 

Page 1208: Strike out the fine print note at the top of the page. The 
genuineness of Variety 408 E is considered still doubtful. 


January, 1940 Number: 

Page 18: Following is the correct reproduction of the circular revalida- 
tion stamp, Figure No. 11. In the caption for Figure No. 15 substitute 
“131” for “119”. 



Figure No. 11 


Page 14: The next-to-last line should read: — “notes of the final issue of 
the Confederacy and rarely on notes of the 1863 issue.” 
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Page 15: The first line should read: — “This Palmetto marking appears 
more frequently on notes of higher denominations.” Change the caption 
of Figure No. 17 to “Figure No. 16a”, and also the text reference to this 
figure. 

March, 1946 Number: 

Page 269: In third line after the Upham letter, correct spelling of 
“facsimiles.” 

Page 270: At end of second paragraph, strike out the sentence: — 
“However, watermarked paper . . . note.” 

May, 1946 Number: 

Page 531: At end of the text concerning #C1-124 Counterfeit insert the 
following note: — “See the following article for further details.” 

June, 1946 Number: 

Page 656: The footnote belongs on Page 526 of the May, 194 6 Number. 
Page 657: In the first line of the fine print change “notes” to “note,” and 
in the sixth line the sentence should start “Genuine notes of Type No. 124 
were printed ...” 

January, 1947 Number: 

Page 18: Second line, change “rules” to “ruled.” Last line, correct 
spelling of “after.” 

Page 19: After the last paragraph under the heading “Making Up The 
Printing Stone,” insert an additional paragraph: — “In those cases where one 
transfer stone does not incorporate the entire design of the note, other 
transfers are made directly from the original engraving or from another 
transfer stone. The inaccuracies inherent in such plural transfers are the 
major cause of transfer varieties.” Under the heading “The Printing,” 
eighth line, change “making” to “marking.” 

Page 20: In the fifth paragraph, fifth line, change “transfer” to “trans- 
ferer.” At the end of the next-to-last paragraph, after “completeness” add 
“resulting from separate transfers to the plate or printing stone, referred 
to above, of various design components.” 

Page 22: At the end of the third paragraph, change the last two lines 
to read: — “laid down on a printing stone, the make-up of every one would 
be the same and no variants would result.” In the fourth-from-last line, 
change “This” to “That”. 

February, 1947 Number: 

Page 148: First line. Bold face heading should read “Plen Group 
a.C to a.F.” 

Page 148: Eighth line. After “secondary” insert “lower.” 

Page 151: Under Type No. 210, in line commencing with “Variety A,” 
change “Plan” to “plen.” 

Page 152: Under Type No. 302, line commencing with “(3),” change 
“letters” to “letter.” 

Page 153: Last line of the article, change “date” to “note.” 


A. N. A. MEMBERS APPOINTED TO U. S. ASSAY COMMISSION 

The “pyx” box will be opened for the Mint Bureau’s 155th annual “trial 
of the coins” at the Philadelphia Mint February 12. Conducting the trial 
will be 13 members of the Annual Assay Commission just appointed by 
President Truman. 

The trial is to determine whether coins produced by the various Mints 
during 19 46 were of proper weight and fineness. It is conducted in accord- 
ance with provisions of law first laid down in 179 2 at the suggestion of 
Alexander Hamilton, first Secretary of the Treasury. 
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Nellie Tayloe Ross, Director of the Mint, will formally convene the com- 
mission the morning of February 12. Present by appointment of President 
Truman will be John J. Pittman, chief chemist of the Eastman Kodak Co., 
Rochester, New York; J. McKenney Willis, Jr., president Easton National 
Bank, Easton. Maryland: Edward L. Weikert, Jr., Gettysburg, Pennsylvania; 
William H. Kirkwood, Sr., Baltimore; Joseph T. Higgins. New York City; 
Joseph Love, New York City; Mrs. Grace Roper Bohn, Washington; Theodore 
Hammer, librarian American Numismatic Association, Marinette, Wisconsin; 
Dr. Raleigh Gilchrist, Bureau of Standards, Washington; Mrs. James T. 
McGranery, Philadelphia. 

Three other members serve on the commission by statutory designation. 
They are Judge William H. Kirkpatrick of the District Court of Eastern 
Pennsylvania, Philadelphia; Preston Delano, Comptroller of the Currency, 
Washington; Joseph Buford, Assayer of the U. S. Assay Office, New York 
City. 

It will take the commission two days to complete its work. From its 
membership, committees on counting, weighing and assaying will be named 
to supervise the various procedures. 

Count of the entire contents of the pyx box will be checked by the com- 
mittee on counting. Envelopes in the box this year contain a total of 215.356 
silver coins, accumulated during 1946 at the rate of one specimen coin from 
each lot of 2,000 minted. 

Sample coins will be removed from the envelopes, and each sample 
weighed on delicate balances, using standard weights which have been 
calibrated for the occasion by the Bureau of Standards. 

Specimen coins will then be turned over to the assayers, for the usual 
chemical tests to detei mine the fineness of their silver content. 

A number of coins from each of the three Mints — Philadelphia. Denver 
and San Francisco — then will be melted together and the silver mass as- 
sayed. 

Under 1792 law setting up the commission as an annual body, it was pro- 
vided that any mint officer or employee found to have debased coins with 
fraudulent intent should be put to death. The penalty now is lighter — a 
fine or imprisonment. 

After completing the various steps of the coin tests, the Assay Commission 
will prepare its report. Members receive no pay for their service, but their 
expenses are defrayed and each member receives a bronze medal struck to 
commemorate the event. 

The “trial of the coins” is of English tradition. The “pyx,” or coin chest 
in which the samples are kept, is so styled because a receptacle for sample 
British coins was once kept in the Chapel of the Pyx in Westminster Abbey, 
London. 

The Philadelphia ceremony will test 194 6 silver coin production which 
totaled 430,700,395 pieces with a total value of $60,994,597.50. Making 
up the total were 17,993,100 regular half dollars; 1,800,995 commemorative 
half dollars; 66,712,800 quarter dollars, and 344,193,500 dimes. 


OIIITLAKY 

Oil the 7th day of December, 1946, sh.ortly before noon. Dr. William 
A. Hayes, of High Point, North Carolina, died of a sudden heart 
attack. 

Although Dr. Hayes was sixty-nine years old, he was quite an active 
and enthusiastic member of not only the local Piedmont Coin Club, but 
also the American Numismatic Association. His coin collection is known 
to be one of the finest in this section of the State, and his readiness and 
willingness in assisting amateur numismatists will be missed by many. 

— S. E. TUCKER 
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THE EDITOR’S CORNER 


>Iint Marks A ary on 1945 S Dimes 

Bernard J. Maier of Los Angeles 
reports that he has located twelve 
dimes of 19 45 from the San Fran- 
cisco Mint, that differ from the 
ordinary dimes because of the almost 
microscopic “s” mint mark. He 
would like to know if other collectors 
have located any such pieces, and if 
they have he would like to hear from 
them. His address is; 3727 West 
59th Place, Los' Angeles 43, Cal. 


Finds Our National (Collection Being 
(liven Inadequate (’are 

Dear Mr. Mosher; 

Having just returned from a trip 
to Washington and a visit to the 
Smithsonian Institute to study the 
collection of coins on display, I am 
shocked. 

I first talked with (of all things) 
the curator of history who has charge 
of this exhibit and he told me the fol- 
lowing: He has no list of the coins 

for distribution and apparently has 
not even a list for his own use. 

This irreplaceable collection is rap- 
idly deteriorating from tarnish and 
filth which sifts into the cases and 
literally, in one case, the dirt was so 
thick that you could have scooped it 
up in your fingers. 

There are certain cards on which 
apparently coins were placed at one 
time which are now blank — for what 
reason I do not know. 

The coins are displayed in such a 
way that it is practically impossible 
to see the details on any except those 
at the very front edge and there is 
literally no illumination except what 
comes in through the windows at the 
opposite side of the large hall. 

In referring to the Adams-Woodin 
Pattern Book, there are several coins 
mentioned as being in the Mint col- 
lection which are not even in the dis- 
play which, in the face of the cura- 
tor’s statement that “All the coins 
are in the display” makes his state- 
meat a little difficult to understand. 

The curator told me that he has no 
funds available for proper cataloging 
or protection of the coins nor for any 
further extension of the collection 
and by and large, the whole situation 


looks like pretty much of a mess to 
me. I am sending this letter to you 
as I feel that this is something that 
should be taken up on a national and 
official basis as it seems just too bad 
that these irreplaceable specimens 
should be thus neglected. 

Hoping that you may be able to 
find space to publish this letter so 
that this situation may come to the 
attention of the A. N. A. membership 
and hoping that the A. N. A. will 
take cognizance of the situation and 
make definite recommendations to 
cure the condition, I am. 

Cordially yours. 

WILLIAM GUILD. A.N.A. 11863 
1171 Washington St.. 

West Newton 65, Mass. 


January 11. 19 47 

P.S. Do you suppose it would be 
worthwhile to suggest to the in- 
dividual members that they write to 
their individual Oongressmen and 
Senators? 


Buffalo ( lub Prints Sticker 



The Buffalo Numismatic Associa- 
tion has put out an attractive two- 
tone sticker to aid in publicizing the 
A. N. A. Convention which will be 
held there August 23-27. The illus- 
tration is about actual size. Dr. John 
H. Wild, General Chairman, is will- 
ing to supply a reasonable quantity 
to any collector wishing to use them 
on his correspondence. Dr. Wild’s 
address is 690 Ellicott St.. Buffalo 3, 
New York. 
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I)i*. (iilbcrt S. Perez 



We are pleased to publish this re- 
cent informal portrait of Dr. Perez — 
sans coat, sans tie, sans everything. 
During the invasion and occupation 
by the Japs he lost his coins, stamps, 
antiques, clothes, job, health, almost 
everything except his valiant courage. 
Yet he faces the future with un- 
daunted spirit and is determined to 
forget his losses and three terrible 
years spent in a Japanese internment 
camp. In particular he is determined 
to lebuild his coin collection, and is 
interested in the coins of South and 
Central America, the Philippines, 
U. S. .commemoratives. and most any- 
thing of a historical or artistic nature. 

In the event anyone wants to 
trade, he has a few dupli:'atGs of rare 
Filipino guerilla currency he would 
like to swap. He would like to re- 
ceive letters from his old and new 
friends and can be reached by ad- 
dressing letters, care of the Depart- 
ment of Education. Manila. Philip- 
pine Islands. 


Dislike.s \<‘\v Arrangcunent 

Dear Mr. Mosher: 

Yesterday I received The Numis- 
matist and I am somewhat surprised 
to see the advertising section put in 
the center of the magazine. Maybe I 
am too conservative, but on the other 
hand it used to be a pleasure to read 


the articles in sequence and then to 
look over the items in the advertise- 
ments that followed. While there can 
be no doubt that the advertising pays 
a great share of the printing of the 
magazine yet it seems to me that we 
should not altogether overlook the 
fact that it is primarily a magazine 
for the dissemination of numismatic 
information through such articles as 
are printed by the editor. If it be- 
comes overwhelmingly a medium of 
advertising for and by coin dealers, 
then I think we have lost the main 
idea of The Numismatist and I would 
like to see the advertising section 
restored to the place where it origi- 
nally was located. 

Today seems to be my day for 
criticism and I would like to refer 
you to page 109 under “Notes and 
Queries” in which your comment re- 
garding the dollar is. I think, a little 
out of place and I want you to take 
this as a friendly suggestion. Our 
magazine goes to a good many people 
in Europe and I do not think that 
your comment should have been 
made. However, as I stated, please 
take this criticism as a friendly one 
because I think that you are doing 
an excellent job as far as editing the 
paper is concerned. 

Sincerely yours, 

HARVEY L. HANSEN. 

A. N. A. 2415 

Past 1st Vice President. 


Dear Mr. Hansen: 

Thank you for your friendly letter 
of January 15th. 

Centering the advertising allows 
the printer to start work on which- 
ever section he receives first. By do- 
ing this it is possible to save several 
days time and, it is hoped, that this 
will result in an earlier date of pub- 
lication. 

This new arrangement will also al- 
low for the binding of the reading 
matter without the inclusion of the 
advertising. 

If I could rewrite the January issue 
I would omit or at least modify my 
remarks on the popularity of the 
United States dollar. It was cer- 
tainly not very well considered. — 
EDITOR. 
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Likes New Arrangement 

Dear Mr. Mosher: 

I like your new arrangement of 
The Numismatist. Your advertisers 
should appreciate it more than your 
readers, for now the reader, in pass- 
ing from the first section, will natur- 
ally notice the advertising section 
on the way to the final news depart- 
ment. 

Sincerely yours, 

HENRY SCHUHMACHER, 

Roslindale, Mass. 


Three Birds With One Stone 
Dear Editor: 

Having finished the January issue 
of The Numismatist, and having got- 
ten all mixed up because of the new 
arrangement, I I’e-read with interest 
the page explaining why you did it. 

In this Land of the Free, (we 
customers., and the Home of the 
Brave, (you editors) it is our in- 
alienable right to criticize. Along 
with all the others, I am telling you, 
that when I found myself lost in the 
advertising in my favorite numis- 
matic magazine, I didn’t like it. That 
was yesterday. Today, I say, “You’ve 
got something there.” 

You have killed three birds with 
one stone! 

First; you have speeded up the 
delivery of The Numismatist by going 
to press earlier. That helps us both. 

Second; you have separated the 
wheat from the chaff! Don’t get me 
wrong, for no disrespect is meant to 
our dealer friends who help us by 
supplying the coins we need for our 
collections. We readers however, 
still like to study the “subject-mat- 
ter” first, a full page at a time, with- 
out distraction from attractive price 
quotations, and then peruse the ads, 
to see what we need. 

Keeping the ads and the reading 
matter separated as you do, certainly 
kills the second bird! 

But now, for your major accom- 
plishment; and one which may be 
entirely overlooked by the broad field 
of complainants. We like to bind 
our back numbers of each volume. 
Drop off the cover — pull 16 sheets 
(64 pages) directly out of the center, 
and you can bind 64 pages of 100% 
numismatic information without 
waste. This benefits advertisers too. 
I like to keep up on current prices, 
so now I can take these price lists. 


clip them together each month and 
have an up to date catalogue of prices 
of all coins, in various conditions, on 
my desk at all times. I couldn’t do 
this before. In tearing out a price 
list in the back — a page would fall 
out in front, — Yes! The wrong page. 

So your advertisers, your readers, 
and your operating organization, owe 
you a debt of gratitude. 

I have only one complaint. You 
should have done it long ago, but 
thanks for doing it now. 

Sincerely yours, 

AL. WICK, 
District Secretary for 
Eastern Missouri 


Will. Briinelow Visits England 

William Brimelow of Elkhart, 
Indiana, returning from a five week 
visit with his mother in Stockport, 
England, reports that hobbies re- 
ceive much attention there today. 

While in England, Bill talked over 
the “wireless” and before several 
numismatic clubs including the 
Lancashire Numismatic Society. He 
reports that he was given a warm 
welcome by friendly coin collectors, 
and that they showed much interest 
in numismatic news from the United 
States. 


THIS MONTH’S ODDITY 
A. V. TURNER, London, Eng. 

For the first time in our history 
plastic coins are being used as cur- 
rency. They supplement the next 
issue of paper money being used by 
British forces in Germany. The coins 
represent a penny and a halfpenny. 

The idea originated at the War 
Office. Reasons: Shortage of metals, 
paper money of such small denomi- 
nations is not practical. The coins 
are stamped out of sheets of toffee- 
coloured plastic material in a semi- 
liquid state. They are hardened, 
then sent to Germany. 

The Royal Mint plays no part in 
this revolutionary process; the 
plastic coins are made by a private 
firm. 

— ROYAL BANK MAGAZINE 
Sent in by J. D. Ferguson 
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PPV. JOSEPH MOSS. 1201 Chestnut St., PhiladelphYa 7, Pa 
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VEU^^N SHELDON, 451 \Vrightwood Ave., ChicagbYi', 111. 
R. S. \EOMAN. o619 Graceland Blvd., Racine, Wise. 


Official Majjazine: THE NUMISMATIST. 

Printed at Federalsburg, Md. 


STUART MOSHER, Editor 
McAllen, Texas 
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DISTRICT SECRETARY APPOINTMENTS FOR 1946-47 

Alabama— J. H. MORRIS, JR., 409 Woodland Ave., Homewood 9, Ala. 
Ari^/.4»na A. \ . \ ON IIHEIN, 1477 E. Roosevelt St., Phoenix, Ariz. 
Arkan.sa«— E. CARROLL SHELTON. 133 Garland, Hot Springs, Ark. 
Au.str.'ilia— J. HLNT DEACON, Department of Coins and Medals, N 
Adelaide, South Australia. 


nclgiiiiii— PAUL TINCHANT, 19 Avenue des Arts, Brussels, Belgium. 
B**'*^** j'T PPOBEK, Cnixa Postal 2113, Rio de Janeiro, Brazil. 


North Terrace, 



Colo^mio jind Wyoming— COL. PHILIP W. WHITELEY. 920 Metropolitan Bldg.! 

Conneetieiit-YFRANK J. KATEN, IS Pearl Hill. I^Iilford, Conn. 

^*'.'•**'^ 7 “^ •, DAIRD TOWNSEND, 2:313 W. IGth St., Wilmington 73, Del. 
ni.st^ct^of Columbia— C. SHIRLEY LEACHMAN, 142-A Q St., N. W., Washington. 

EiMiiidor— JORGE INSUA HILBRON, M. D., P. O. Box 1068, Guayaquil, Ecuador. 
Eiigi.'iiid— B A. SEAB\, Go Great Portland St., London. W. 1, England. 

Honda — JOHN FLOOD. P. O. Box 4026, Jacksonville, Florida. 

France — ALFRED PAGE, 16 Rue Milton, Paris 9, France. 

Gt‘orgia— .JOHN J. GONZAT.ES. 1 204 North Ave., N. E.. Atlanta. Ga. 

Greece CONSTANTIN M. CARGIANNT. 92 Ypsilantu. Patras. Greece. 

FRANCISCO JAVIER ANGERT, Avenida Quetzal No. 16. Guatemala, 
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Ha^vaii — EDWAPwD L. GAUM, Experiment Sta. HSPA. Honolulu, T, H. 

Illinoi.s (diiea;io and Northern 111.) — EARL C, BROWN, 7005 Normal Blvd,, Chi- 
cag^o 21, 111, 

Illinois (Central) — PAUL GINTHER, New Holland, 111, 

Indiana — C. T, SHELBY, 713 W, North St„ Muncie, Ind, 
lo^va — C DAVID PIERCE, 114 S, Fellows St., Ottumwa, Iowa. 

Kansas — C. B. EDWARDS, 406 N. Estelle Ave., Wichita 7, Kans. 

Kentiioky — CHARLES W. BARNES, Box 193, Louisville 7, Ky. 

Louisiana — THEO. G. KAUFMAN, 717 La. Natl. Bank Bldg., Baton Rouge, La. 
Maine — GRUBE CORNISH. 45 Belmont St., Portland 4, Maine. 

Maryland — HOLMES H. CESSNA, P. O. Box 133. Cumberland. Md. 

Slas.saeliusett.s — MALCOLM O. E. CHELL-FROST, 120 Tremont St., Boston 8, Mass. 
Sliohigan — RUSSELL W. STEHFEST, 4SG6 Newport Ave., Detroit, Mich. 
Hli.ssissi|)i»i — JOHN P. TAYLOR, Jackson State National Bank, Jackson, Miss. 
Missouri (Eastern) — ALBERT H. WICK. 5437 Nagel Ave., St. Louis 9, Mo. 
Missouri (Western) — HERBERT E. ROWOLD, 1307 Brush Creek Blvd., Kansas 

Montana and Idaho — L. S. HAZARD, First Natl. Bank & Trust Co., Helena, Mont. 
Netherland West Indie.s — SAMUEL J. CURIEL, 4 Nieu westraat, Willemstad, 

Xew^IRiiiipshire and Verniont — GEORGE H. BARBOUR, North Chichester, N. H. 
New York City— MAX M. SCHWARTZ, Suite 823, 152 W. 42nd St., New York City 

New^ York ^'(Eastern) — WILLIS J. McKINNEY, 62 Sycamore St., Albany 3, N. Y. 
ivew York (Western) — J. M. TAYLOR. 16 Covington Rd., Buffalo 16, N. Y. 

North Dakota — VINE D*. LORD. P. O. Box 26, Cando. N. D. 

Ohio — VEIiNON L. OBLISK, 874 Saxon Ave., Akron, Ohio. 

Oklahoma — C. R. ROSS, Okmulgee, Okla. 

Oregon — JOHN R. SLUSHER, 409 S. W. Stark St.. Portland 4, Oregon. 
Pennsylvania (Eastern) — ARTHUR SIPE, 4021 Bonsall Ave., Drexel Hill, Pa. 
Pennsylvania (Western) — DR. PAUL McBRIDE GILLIS, 24 3 Marguerite Ave., 
Wilmerding, Pa. , t-, x 

Philinnine Islands — GILBERT S. PEREZ, Bureau of Education, Manila, P. I. 
Portugal — LUIS PINTO GARCIA, Largo Da Pliedada, Castelo Branco, Portugal. 
Puerto Rico — ROBERT R. PRANN, P. O. Box 3403. San Juan 16, Puerto Rico. 
Rhode Island — HORACE M. GRANT, 109 Empire St., Providence 3, Rhode Island. 
S«»nth Carolina — GAROLD W. TAPP, Greer, S. C. 

South Dakota— ALBERT N. HANTEN, Box 175, White Lake, S. Dak. 

Sweden — J. PEDERSEN, Skolg 24, Boras. Sweden. 

Switzerland — DR. HERBERT A. CAHN, Freiestrasse 103, Basle, Switzerland. 
Tennessee — JAMES D. MILLER. Winchester, Tenn. 

Utah and Nevada — NORMAN SCHULTZ, Box 746. Salt Lake City 9, Utah. 
Venezuela — WILLIAM FOX STEINBERG, Apartado 284, Caracas, Venezuela. 
Virginia- O. L. LEWIS, 421 North Blvd., Richmond 20, Va. 

Washington (Eastern) — O. P. EKLUND. 711 Pittsburg St., Spokane, Wash. 

Washington (Western )— PAUL M. FOUTS, 609 People’s Bank Bldg., Seattle, Wash. 
West Virginia — DR. F. STEVENS EPPS, Box 1066. Charleston, W. Va. 

Wisconsin — LILLARD W. CULVER. 2708 E. Hampshire St.. Milwaukee 11. Wise. 


Report of The General Secretary 

Members Admitted 

Applicants numbered 13476-13597, as published in the January issue, have been 
admitted to membership. The former practice of a second publication of names 
and addresses will be resumed when space permits. 

Applicatioii.s for Membership 

The following applications were received during the month of January. If no 
objections are received prior to April 1 these applicants will be admitted and 
notice to this effect will be published in the May issue. 

13750 H. B. Fle.shood, 2604 Grove Ave., Richmond 20 Va., General, O. L. Lewis, 

Lewis M. Reagan. 

13751 Albert W. Wightnian, Mt. Kemble Ave., Morristown, N. J., U. S. Coins, E. 

Clifford Coss, D. O. Hughes. 

13752 Frank Hague. Jr.. 1729 Market St., Jacksonville 6, Fla., General, John H. 

Flood, Ted McPherson. 

13754 O.swalcl Teiigwall, 161 Cole Ave., Jamestown, N. Y., U. S., Swedish, Harold 

T. Anderson, Lewis M. Reagan. 

13755 Kenneth R. Smith. 2038 Horton St., Toledo 2, Ohio, U. S. and foreign, Sher- 

wood Henderson, C. C. Shroyer. 

13756 P. L. Davi.son, 17-19 S. Main St., Fairmount, Illinois, U. S. and foreign 

coins, Walter B, English, Lewis M. Reagan. 

J-13757 Joseph V. Ryan, 153 Taylor St., Staten Island 10, N. Y., Uncirculated U. 
S. coins, Mrs. J. Ryan, Lewis M. Reagan. 

13758 Frances (iolclherg. 275 East 16Sth St., Bronx, N, Y. 56, N, Y”., U, S. coins. 

Julius Weiss, Lewis M. Reagan. 

13759 Theodore P. Dittman. Route 9, Box 359, Springfield, Mo., American coins, 

Wayne Hawkins, Eugene Wingh. 
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**”i?Vj* P- O. Box 112, Garland, Texas, Dimes, R. T. Griffith, W. A. 

Philpott, Jr. 

I. . A. Petfitf. Lapal Studios. Pine Tree Manor, Chalfont, Pa., General, 
Lewis M. Reagan, Arthur Sipe. 

Broadway. Lebanon, Ohio, U. S. Minor coins, Luther H. 
Whitt, Raymcn F. Hatfield. 

Gene Renle. 8118 12th Avenue, Brooklyn 28, N. Y., American coins, Adolph 
Friedman, Frank Tarter. 

S. Kent, .Ir., .3120 Truxillo Street, Houston, Texas, U. S. coins, P. Hotch- 
kiss, Lewis M. Reagan. 

Einery I>. I.iidin^ftoii. Route =:2, Yakima, W'ashington, U. S. Coins, Joseph 
Rosetti, Paul M. Fouts. 

J. Willinni Deeker, P. O. Box 524. Fernandina. Fla., U. S. Coins and Con- 
federate bills, John H. Flood, E. P, Maples. Louis Goldstein. 

Gould, Morris, New York, U. S. Coins, Frank J. Katen, George 
R. Gould. 

J-137 68 Morris C. Gerhard. 18 John Street, W'aterbury, Conn., U. S. Coins, Frank 
J. Katen, Edward J. Satula. 


13760 

13761 


13762 

13763 


13764 

13765 


13766 

13767 


13769 

13770 


13771 

13772 


13773 


13774 

13775 

13776 

13777 

13778 

13779 

13780 

13781 

13782 

13783 

13784 

13785 

13786 

13787 

13788 

13789 

13790 

13791 

13792 

13793 

13794 

13795 

13796 

13797 

13798 

13799 

13800 

13801 

13802 


Edward 31. Itosentlial, .‘j Colony Street, Meriden, Conn., U. S. coins, Frank 

J. Katen, C. Victor Reemsnyder. 

G. I. Ilurner, 20.3 Adeline Avenue, Mt. Lebanon, Pittsburgh 16, Pa., U. S. 
Coins, Leo A. Porschet, Arthur Sipe. 

H«d»erf F. A llahoiiKh. 129 Market Street, Paterson 1, N. J., American Coins, 
Francis Cammositti, John W’. Hard. 

.\ormaii G. Flaigtf. 425 N. Wk 29th Street, Oklahoma Citv, Okla., American 
coins, C. R. Ross, Lewis M. Reagan. 

Peter S. Favr<», 160 Symon Street, Mimico, Toronto 14, Ontario, Canada, 
American, Canadian and Chinese coins, gold, Norman Mason, Lewis M 
Reagan. 

3Iatlii:i.s .M. IJeher, 4745 “L” Street. Philadelphia 20. Pa.. U. S. silver and 
copper coins, D. M. Bullowa, J. Miller, Thomas M. McCarty. 

Street, St. Marys, Ohio, U. S. Coins, Vernon L. 
Oblisk, Lewis M. Reagan. 

Don 3Ie.\Ill.ster, 32SV^ Dakota Avenue, W'ahpeton, No. Dakota, U. S. Coins. 
\ me D. Lord. Lewis M. Reagan. 

Erwin J. 3Ioiit:igiie. 314 Wk Monte Vesta Road, Phoenix, Arizona, General, 
M. Martensen, James W’. Lee. 

Louis Zbieraiiek. 2567 So. 10th Street, Milwaukee, W'isc., American coins. 
Dr. E. Zehranek, A. 'M. Connor, 

Clnreiioe .J. Perry, 1008 Avenue A, Dodge City, Kansas, General, John H. 
Hansan. C. B. Edwards. 

Piiiil C. 3Iitehell, 471 So. Boyd Street, PcCatur, Illinois, U. S. and Foreign 
types, Edward Fogler, Ralph A. Mitchell. 

H. J. Welch, 5125 Inadale Avenue, Los Angeles 43, California, Comm, and 
Type sets, Edward Fogler, Ralph A. Mitchell. 

Kenneth P. Howell. YMCA, 320 Marion Street, Rm. 334, Seattle, Wash- 
ington. dollar sized silver coins. Stephen Bibler, George H. Brennan. 

2824 Blodgett, Houston 4, Texas, U. S. Coins, Benjamin A. 
Feder, S. W. Hutcheson. 

Beulah Avenue, Pueblo, Colorado, U. S. General, Albert 
C. Overton, Philip Wk Whitelev. 

T. Ralph .Stuart, .Jr., 214 Jackson Street, Pueblo. Colorado, U. S. Coins 
Albert C. Overton, Philip W. W’hitelev, D. S. 

E. D. Neuiiiei.Hter. 1206 E. Abriendo, Pueblo, Colorado, U. S. general, Albert 

C. Overton, Philip Wk W^hiteley, D. S. 

3Ii^. Charline Rector, 1410 Linden Street, Muncie. Indiana, General, Mancel 

General, Bert V. 

Jaeoh Colwell. Susquehanna, R. DV''i:'2,‘ ’Pa.', ^American coins, Stuart C 
Button, Charles A. Brown. Charles Stout. 

Jolin AV. Coyriir, .3.34 E. 25th Street, Baltimore 18, Md., U. S. coins, G. Miller 
W ray, Sidney Tear. 

Joe Taylor Ciihh.s, Sr., 716 Kress Bldg., Houston 2, Texas, U. S. Coins, John 

K. Pranter. Benjamin A. Feder. 

Le.ster \. .leH>ry, 54.36 Bewick Avenue, Detroit 13, Mich., U. S. Coins, H. N. 
Leonard. Russell AV. Stehfest. 

Kurt I.uiHl, 397 Central Street, Manchester, N. H., General, George H. 
Barbour, Lewis M. Reagan. 

Peter D. Pirret, 882 Arlington Avenue, Berkeley 7, California, General. 
Russell R. Bacon, Edward Fogler. 

Fore.st Wk Dohner, 1986 6th St., S. W. Akron, Ohio, General, Howard Cer- 
tain, Robert Wilson. 

Harry J. Crou.se, 177 North Portage Path, Akron 3, Ohio, General, Howard 
Certain, Elmer Jackson. 

Harvey T. Letoiirneaii, 6245 Westwood Street, Detroit 18, Mich., General. 
Russell W. Stehfest. 

Rev. Paul 31. Ruff, 87 4 Center Street, Ashtabula, Ohio, General, Vernon L 
Oblisk, Lewis M. Reagan. 

Ray H. Garmaii, 871 So. Main Street, Akron 11, Ohio, Gold, Charles 
Loewing, Vernon L. Oblisk. 

Charles R. Glennaii. 68 North Hirst Street, Philadelphia 39, Pa., U. S. Coins, 

D. C. Andrews, Walter G. Behiendt. 

Mrs. Lloyd L. Smith. Jr., 795 West Arlington Avenue, St. Paul 3, Minn., 
General, Lloyd L. Smith, Sr., Kruger Libbey. 

Elwood E. Sehiirkers, 527 Chester Pike, Prospect Park, Pa., General, Gil- 
bert J. Novak, Pasquale Romani. 


Roy, Edward P. Harry, Carl T. Shelbv. P’rank R. Simons. 
O. S. Coriiiieaii, 537 So. Pearl Street. Denver 9, Colorado, G 
Ireson, Dan Brown, Philip AV. AA'hitelev, D. S. 
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13803 

13804 

13805 

13806 

13807 

13808 
13800 

13810 

13811 

13812 

13813 

13814 

13815 

13816 

13817 

13818 

13819 

13820 

13821 

13822 

13823 

13824 

13825 

13826 

13827 

13828 

13829 

13830 

13831 

13832 

13833 

13834 

13835 

13836 

13837 

13838 

13839 

13840 

13841 

13842 

13843 

13844 

13845 


Morfirnntown Coin Club, Arthur Martin, Secy., 41 Morrison Avenue, Richard 
E. David, Dr. F. Stevens P^pps, Arthur W. Martin. 

AValter Leo I.eonard, 1030 Madison Avenue, Paterson 3, N. J., American 
coins, T. R. Hammer, Lewis M. Reagan. 

'William I. Hillman, 301 South 11th Street, Salina, Kansas, 20th Century 
U. S. Coins, F'rank Bennett, C. B. Edwards. 

Thomas Thorpe, 1938 Hillcrest Avenue, Pennsauken, N. J., General, Arthur 
Sipe, Lewis M. Reagan. 

H. G. Reiniers, 222 E. I2th Street. Houston 8, Texas, U. S. Coins, Benjamin 

A. Feder, S. W. Hutcheson. 

James T. Kohert.s, 4900 Euclid, Room 405, Cleveland 3, Ohio, General, 
Michael Kolman, Jr., John P. Garber, 

L. Janies Naiigle, 61 North Bothwell Street, Papatine, Illinois, U. S. Coins, 
currency and medals. Frank L. Gannon, Leo J. Nangle. 

Stanley Reid, 1086 100th Avenue, Oakland 3, California, General, Edward 
Fogfer, R. A. Wilson. 

K. E. Rallon. P. O. Box 222, Riviera Beach, Fla., General, John H. Flood, 
Lewis M. Reagan. 

Roy D. Robertson, 1148 Perry, Wichita 3, Kansas, General, I. E. Rumpf, 
D. E. McGinnis. 

William R. Stover, 1932 Hollinshed Avenue, Merchantville, N. J., U. S. 

Coins, Max M. Schwartz, Lewis M. Reagan. 

Ravmond F. Thomas. 441 Blohm Street, West Haven 16, Conn., U. S. Coins, 
Frank J. Katen, Albert G. Dudley. 

C. E. Winter, 4551 St. Johns, Jacksonville 5, Fla., General, U. S., John H. 
Flood, T. A. Mathews. 

Annie L. Winter, 4551 St. Johns, Jacksonville 5, Fla., General U. S., John 
H. Flood, Don Lochner, C. E. Winter. 

Allan Forbes, State Street Trust Co., Boston 1, Mass., Currency, Frank 
J. Katen, George R. Gould. 

John P. Welch, 4i20 Degnan Blvd., Los Angeles 43, California, Minor U. S. 

coins, Leroy Morgan, Lewis M. Reagan. 

Wallace N. Cassiano, 2 Joseph Street, Medford 55, Mass., U. S. General, 
Malcolm Chell-Frost, V. Bruce Davis, Herman J. Helde. 

Eliron R. Johnson, 389 Newport Avenue, Quincy 69, Mass., U. S. small 
coins, Blaine Elmer, Lewis M. Reagan. 

William K. Ralwick, 105 New Britain Avenue, Plainville, Conn., U. S. Coins, 
Frank J. Katen, Albert G. Dudley. 

H. Robert Y^oiing, 128 N. Liberty Street, Baltimore 1, Md., cents, Ic, J. L. 
Golden, Holmes H. Cessna. 

Jar O. Rrinton. 444 Market Street, San Francisco, California, U. S. General, 
Wm. H. Polzner, Edward Fogler. 

Orvil n. Russell, 1353 Washington Street, San Francisco, California, U. S. 

General, Wm. H. Poizner, Edward Fogler. 

George D. Madden, 262 North 6th Street, Laramie, Wyo., U. S. Coins, Paul 

G. Archer, A. E, Nottage. 

Charles E. Wat.son, 415 ^/^ N. W. .5th Street, Oklahoma City 3, Okla., Gen- 
eral, G. M. Richardson, Lewis M. Reagan. 

Nils A. Nilsen, 391 Oakland Avenue, Staten Island 10, N. Y., General, 
Morris Klaif, Joseph Chomsky. 

Oscar S. Weed, North Rose, New York, U. S. Coins, B. H. Jeffers, Lewis 
M. Reagan. 

James C. Perin, 7114 Maple Avenue, Madeira, Ohio, U. S. Coins, Vernon 

L. Oblisk, Lewis M. Reagan. 

Capt. L. M. Cockaday, USN, U. S. Naval Academy, Annapolis, Md., General, 
Murrav He*serman, C. E. McCormick. 

Dr. A. L. Garrison, 415 Adams Bldg., Port Arthur, Texas, General, G. T. 
Cone. Stone Gay. 

Hugo V. Kovarlk, R. F. D. #2, Box 328 A, Dover, N. J., coins, R. J. Martin, 

B. Crofoot. 

Pies E. SchnltK. 3523 Jackson Avenue, El Paso, Texas, General, Col. James 

H. Peacock, Lewis M. Reagan. 

Rav Flesch, Jr., Pine River, Minn., U. S. Coins, Frank L. Gannon, R. H. 
Flesch. 

C. F>. Cla*-k. 1796 Goodyear Blvd., Akron 5, Ohio, General, Vernon L. Oblisk, 
H. Y. Baker. 

Harry Clark, 1637 S. Frazier Street. Philadelphia, Pa., Notes and U. S. 

Coins, C. J. Cochkns, Earl P. L. Apfelbaum. 

Lyman B. Sperry, 1561 Groton Road. E. Grand Rapids 6, Michigan, U. S. 

dimes and nickels. Garland C. Hughes, Russell W. Stehfest. 

Arthur P. liUne. 25 Regent Circle, Brookline, Mass., U. S. General, Malcolm 
Chell-Frost, Herman J. Heide. 

'Waldeniar Naii.iok.s, 3804 Severn Road, Cleveland Heights 18, Ohio, U. S. 

coins and paper, William Jansa, Vernon L. Oblisk. 

Toronto Coin Club, Norm.an Mason, Secy., Apt. 592 Church Street, Toronto 
5. Ontario, Can.ada. Norman B. Mason, John Sharpe. 

J. R. Fo.ster, Tekoa, Washington, American coins, R. A. Wilson, Paul 

M. Fonts. 

AVnyne C. Patterson, Carrier #2, Daytono Beach, Fla., U. S. Coins, Kirk 
Adams, John H. Flood. 

Wm. Floyd I>lll. 146 Cottage Avenue, Bridgeton, N. J., American coins, 
H. Myron Bacon, Lewis M. Reagan. 

Joseph M. Carpenter. 530 N. 7th Street, Milwaukee 3, Wise., General, A. M. 
Castenholz, Lillard W. Culver. 

A. W. Y>nter. 3520 So. Grant Street, Englewood, Colorado, General, D-an 
Brown, Philip W. Whiteley, D. S. 
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A. J. Arfsfen, Jr., 2583 Glencoe Street, Denver 7, Colorado, U. S. Gold 
large currency, Dan Brown, Philip W. Whiteley. D. S. 

Sehroecler, 1904 East 2nd Street, Bend, Oregon, Collector. R. A. 
Wilson, John R. Slusher. 

^228 Tremont Avenue, S. W. Massillon, Ohio, Morgan 
head L. S. Coins, Lloyd L. Dowell, Vernon L. Oblisk. 

*^*td***a®\*I^!*‘**“» Emerald Avenue, Fontana, California, U. S. Coins. 

R. A. Wilson, Edward Fogler. 

JnmeH D Hoof, Tilden Regional Park, Berkeley 8, California, Am. Comm. 

% dollars, Edward Fogler, E. A. Parker. 

John a. AmlrjMle, 955 23rd Street, Richmond, California, U. S. General. 
Edward Fogler, E. A. Parker. 

Leo E. Gould. 36 No. Waller Avenue, Chicago 44, Illinois, General, Wm 
Iselson, Earl C. Brown. 

Burn Bncon. Ewa, T. H.. U. S. Minor coins, R. A. Wilson, Edward Fogler 
*^*’t^‘* J^*^****"^**’, 105th Street, Edmonton, Alberta, Canada, Canada and 

U. S. General, Norman Mason. Bert Koper. 

J. W. Hington. 1317 E. Monroe Street, Springfield, Illinois, Coins and cur- 
rency, Paul H. Ginther, J. E. Corrigan, A. W. Goldblatt. 

I.sidore Edeisfin. 1 West Broad Street, Hazleton, Pa., U. S. Minor coins. 
Harold M. Rosen, Lewis M. Reagan. 

Maryland Avenue, Topeka, Kansas, General, John 
L. Dooley, C. B. Edwards. 

Cloverly Lane, Rydal, Pa., American coins. Max M. 
Schwartz, Charles P. Knoth. 

Willinni Wollett. 11 Windsor Avenue, Chatham, Kent, England, Medals 
and seals. General, William H. McCurdv, J. N. Ficke. 

Capt. Re^Hnnld E. Hnrbord. Spring Grange, Wood End, Ardeley Stevenage. 

Herts, England. General, B. A. Scaby, Lewis M. Reagan. 

3Ir.s. M. C. Lelmum, Route ^tl, Pachecovia, Martinez. California, General, 
U. S., Edward Fogler, E. A. Parker. 

H<^ace B. Tuitle. Bloomfield, Conn., Minor U. S. coins, Frank J. Katen. 

Frances M. Katen. ’ 

Ann Haiioock, 184 Elm Street, West Haven, Conn., Early American minor 
coins. Prank J, Katen, Melvin E. Wagner. 

John.son, Glendale, S. Carolina, General, Garold W. Tapp, David 
H. Sloan. 

w ?*^*’*'^^* 124 12th Street, N. W. Canton 3, Ohio, U. S. coins, Walter 
E. W elch, Chas. M. Lockard. 

604 West 162 Street, New York 32, N. Y., General, Max M 
Schwartz. Lewis M. Reagan. 

Fre«lerU*k W. Schenk. 589 20th Street. South. Apartment 332, Arlington, 
Va., Collector, William G. Moose, O. L. Lewis 
JuIiiiM G SuNMnian, 58 Winthrop Street, Augusta, Maine, American coins. 
Lewis M. Reagan, Grube Cornish. 

Je.s«e Harrle. 220 Auduban Avenue, New York 33, N. Y., U. S. General 
Joseph Silverm.an, Sol Kaplan. 

JnckKon. MlsMfs.Hlpp| Coin Club. P. O. Box 851, Jackson, Miss., General. 

Charles Arrington, Secy., John P. Taylor. 

Howard Kapirn. 345 Montgomery Street, Brooklvn 25, N. Y., American 
general, foreign silver, Morris Klaif. 

Thoni.nM J. Hodgson. 11099 Lake Avenue, Cleveland 2, Ohio, U. S. Coins 
proof, line., Vernon L. Oblisk, Lewis M. Reagan. ’ 

Mrs. Stanley J. Norys, Crystal Lake, Illinois, General, Dr. John R Wolff. 

Lewis M. Reagan. ’ 

Chester Williams. U. S. Forest Service, 613 Builders’ Bldg., Portland 4 
Oregon, American coins, Wm. Jenning, Robert H. Hager 
S. H. Squire. 142 Lawler Road, West Hartford, Conn., general, Frank J 
Katen, Lewis M. Reagan. 

I,io,iel s. Key. 329 7^4 Street, Charlottesville. Va., Commemoratlves, Amos 
R. Sweet. R, E. Culm. 

Philadelphia 24, Pa., U. S. minor coins, 

David M. Bullowa, Arthur Sipe. 

Constantine P. .Stnnison. 4022 Broadway, Chicago 13, Illinois, U. S. Minor 
corns, L. F. Sitzler, Paul Ginther. *=> . , o. a^iuior 

J-13879 Frederic Hicks, Cloverly Circle. East Norwalk, Conn., Mexico West 
Indies, general, Anthony Krav, Frank J. Katen 
Enoch J. Whitney. P. O. Box 1402. Jacksonville 1, Fla., American coins 
John H. Flood, F. M. Williams, Fred H, Paulk. ’ 

AVillijini G^. A'anee. 2614 Riverside Avenue, Jacksonville 4, Fla., U S Gen- 
eral. John H. Flood. Fred H. Paulk. . u. o. ijen 

Ralph H rilrieh. 263 Fitzpatrick Street, Hillside, N. J., U. S. General, gold. 
Max M. Schwartz. Lewis M. Rea.gan. 

Charles Kollo, 195 East Oakland Avenue, D-oylestown, Pa., General. Arthur 
Sipe, Lewis M. Reagan. 

wnil.-j^m C. Wright, 710 Pine Street. Bristol, Pa.. Silver dollars, % dollars, 
Richard Blossom Farley, Dr. Paul McBride Gill Is ^ 

Morris Freezman, 127 South Fifth Street, Steubenville, Ohio General 
Vernon L. Oblisk, Lewis M. Reagan 

98 Harbison Avenue, Winnipeg, Manitoba, Canada. 
Early English copper coins, Bert Koper, Mrs. V. Sokaloaki. 

Harold A. Moatoure, 4 41 Caswell Avenue, Oakland 3, California, American 
coins, Roy Benjamin, William Fred Jones 
John J. Tautkiis, IT. S. Coast Guard Academy, New London, Conn., General 
coins, Eliam P. Sybodinos. Frank J. Katen. 

John J. McMahon, 5838 Christian Street. Philadelphia 43, Pa. General 
American coins, Arthur Sipe, Lewis M. Reagan. 


13846 

13847 

13848 

13849 

13850 

13851 

13852 

13853 

13854 

13855 

13856 

13857 

13858 

13859 

13860 

13861 

13862 

13863 

13864 

13865 

13866 

13867 

13868 

13869 

13870 

13871 

13872 

13873 

13874 

13875 

13876 

13877 

13878 


13880 

13881 

13882 

13883 

13884 

13885 

13886 

13887 

13888 

13889 
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13890 

13891 

13892 

13893 

13894 

13895 

13896 

13897 

13898 

13899 

13900 

13901 

13902 

13903 

13904 

13905 

13906 

13907 

13908 

13909 

13910 

13911 

13912 

13913 

13914 

13915 

13916 

13917 

13918 

13919 

13920 

13921 

13922 

13923 

13924 

13925 

13926 

13927 

13928 

13929 

LM 176 
LM 177 


Eu§:ene Suiiiiiiers, 215 E. Prospect Street, Alliance, Ohio, Types of U. S. 
coins, Arthur C. Miederhiser, Vernon U. Oblisk. 

H. Gerard Mueller, 521 Dorsey Avenue, Essex 21, Md., U. S. General, Albert 
\V. Steinberg, Holmes H. Cessna. 

Hiid.son Valley Coin Club, E. D. Sherwood, Pres., 57 4 Delaware Ave., King- 
ston, N. Y., Corporate, Willis J. McKinney, Samuel Barnett. 

Janies F. Willis. 76 Collins Avenue, Sayville, New York, U. S. Coins, Robert 
H. Pelletreau, J. M. Taylor, 

Sam Tetreaii, 304 So. Port Crescent Street, Bad Axe, Michigan, U. S. dol- 
lars, Alden A. MacAlpine, Harold C. Goebel. 

li. I.. Snndalil, 1325 Fleming Street, Cincinnati, Ohio, U. S. Coins, Lewis M. 
Reagan, Vernon L. Oblisk. 

Byron E. Todd. Sr., 707 4 Clover Lane, Upper Darby, Pa. U. S. silver dol- 
lars, Joseph Moss, David M. Bullowa. 

Robert B. Wilson, Dutch Village, Van Rensselaer House, Albany 4, N. Y., 
General, Willis J. McKinney, R. E. Reynolds. 

Steven Lesiak, 8906 Bancroft Avenue, Cleveland 5, Ohio, General, Stephen 
Mielcarek, Vernon L. Oblisk. 

Guy M. Sanborn, Seabrook, N. H., General, George H. Barbour, Lewis M. 
Reagan. 

Meriden Coin Club, Carl Rufleth, Secy., P. O. Box 22, Meriden, Conn., Gen- 
eral, Oscar G. Schilke, Carl Rufleth. 

A. M. Hennes, Johnson Bldg., Apt. 304, Mitchell, So. Dakota, U. S. coins, 
1850 and later, Albert N. Hanten, Lewis M. Reagan. 

IJoyd F. Gaetz, 53 W. Hong Street, Columbus 15, Ohio, U. S. Currency, 
F. W. Burton, Lewis M. Reagan. 

Frank L. Seifert, c/o Summit Nurseries, Stillwater, Minn., U. S. Coins, 
James Randall, Lillard W. Culver. 

Rii.sNell E. Gib.son, Box 384, Simcoe, Ontario, Canada, General, Lome R. 
Wilson, Norman Mason. 

John E. Ziegler, Route 2, Fremont, Ohio, U. S. Coins, Leo M. Sigband, 
Leif Ronning. 

Nieoniedes C. Reye.s, Santa Cruz, Laguna, Philippine Islands, General, 
Ray O. Willard, Lewis M. Reagan. 

Luben A. Ba.sniad jieflr, P. O. Box Fraumunster 1071. Zurich, Switzerland, 
Gold coins of Europe, Hermann Rosenberg, Lewis M. Reagan. 

Willinni B. MeKever. 3056 Otis Ave., Bronx bl, N. Y., U. S. coins, Michael 
A. Hamway, Lewis M. Reagan. 

John C. Pezzotti, 820 East 227 St., Bronx, New York 66, N. Y., U. S. coins, 
Joseph Micali, Max Schwartz. 

John Branob Green, 701 St. Christopher’s Rd., Richmond 21, Va., U. S. 
coins, O. L. Lewis, Helen G. Lewis. 

Mr.s. Xelda S. Pula.ski, 5200 Meridian St,, Los Angeles 42, Calif., U. S- 
coins, Charles K. Malott, liewis M. Reagan. 

V. S. Blaneharil, 467 W. Hancock, Detroit 1, Mich., U. S, coins, Arthur 
Doudineau, Lewis M. Reagan. 

J. Willinni Briee, P. O. Box 142, Chester, S. C., American coins, J. J. 
Gonzales, Lewis ^I. Reagan. 

Mrs. Anne H. Rieliniond, 1264 Pennsylvania Ave.. San Diego 3, Calif., U. S. 
and dollar size foreign. P-. J, Eicholz, Lew'is M. Reagan. 

Mrs. Mary M. Miller, 830 Market St.. Rm. 205. Ssn Francisco 2, Calif., 
Commemorative coins, Norman Shultz. Lewis M. Reagan. 

F. J. Joniek, 160 Hill Ave., Grand Junction, Colo,, U. S. silver and copper, 
E. K, Stephen, Dan Brown. 

Wesley J. Ilutebings. 931 Bennett Ave., Glenwood Springs, Colo., U. S. 
silver and copper, E. K. Stephen, Dan Brown. 

Edwin Xosek. 4243 West C2r.d St., Cleveland 9, Ohio, U. S. coins, Stephen 
Mielcarek, Lewis M. Reagan. 

Nicholas C. lliilTainante, 202 MacDougal St.. Brooklyn 33. N. Y., General 
U. S. and foreign coins and bills. Lester Spear, Harry Wagner. 

Stanley R. Klion, 211 Central Park West. New York 24, N. Y,, Recent 
American coinage, T. R. Hammer, Harriette J. Hammer. 

J. E. Ziint, 3842 West 160th St., Cleveland 11, Ohio, U. S. coins, Lewis M. 
Reagan. 

Chester I.. Moniany, 1729 N. PI. 17th Avenue ^^4, Portland 12, Oregon, 
coins of the world, John R. Slusher. Paul R. Christensen. 

Mrs. Marvin Silbernian, 2 Chedworth Rd., Scarsdale, N. Y., General, I. 
Snyderman, Lewis M. Reagan. 

Arthur O. White, Jr., 41 Charleston Ave., Kenmore 17. N. Y., Canada and 
T.T. S. one-half cents and other minor coins, Jesse M. Taylor, Lewis M. 
Reagan. 

J. M. Pollard, 2803 Huron St., Baton Rouge 5, La., U. S. coins, J. L. Betts, 
Jr., Lewis M. Reagan. 

Alice N. Green. 18 Churchtown Ave., R. D. 1, Pennsgrove, N. J., U. S. coins, 
Harmer B. Cole, Lewis M. Reagan. 

Walter S. Kotas, 214 Owyhee Blvd., Boise, Idaho, Foreign coins, and cur- 
rency, Dr. Philip Whiteley, L. J. Peterson, L. J. Lule. 

Bourley H. Clanton, 2140 N. W. 26 St., Oklahoma City 6, Okla., Silver 
crowns, foreign, C. R. Ross, M. R. Brown. 

John M. Richardson, 217-219 W. Commerce St., Oklahoma City 9, Okla., 
American coins, C. R. Ross, Claude C. Farwell. 

The following: have been admitted to Life Membership 

Morris Klaif, 4411 Clarendon LM 178 Elvin V. Huckins, 206 Water 
Road, Brooklyn 3, N. Y. St., Santa Cruz, Calif. 

Charles Musil, 6104 W. 26th LM 179 Helen G. Lewis, 421 N. Boule- 
St., Chicago 50, 111. vard, Richmond 20, Va. 


THE NUMISMATIST. March. 1947 


253 


LM 180 
LM 181 
LM 1S2 
LM 183 

LM 184 
LM 185 
LM 186 
LM 187 
LM 188 


Joseph Coffin. 1182 Broadway, 
New York 21, N. Y. 

Abner Kreisberg, 42 E. 50th 
St.. New York 22. N. Y. 

M. lialph Brown. 202 Korber 
Bldg-., Albuquerque. N. M. 

Major Howard J, Keefer, 
Spook Hock Road, Suffern, 
N. Y. 

Amos R. Sweet, P. O. Box 1051, 
Charlottesville, Va. 

Walter Rosene, Jr., 1212 Jupi- 
ter. Gadsden, Alabama. 

W. T. Tarwater, 1117 W. Jef- 
ferson St., Phoenix, Ariz. 

Elmer B. Ray, 825 W. North 
St., Lima, Ohio. 

W. H. Arnold, 5512 S. 6th 
Court, Birmingham 6, Ala. 


LM 189 
LM 190 
LM 191 
LM 192 
LM 193 
LM 194 
LM 195 
T.M 196 


Bruno Marek, 2219 N. Seeley 
Ave., Chicago, 111. 

Ralph D. Lipp, P. O. Box 511, 
Cando, N. Dakota. 

Harold M. Sturges, 886 Main 
St., Bridgeport 3, Conn. 

Dr. Lee A. Blank, 2611 W. 
Agatite, Chicago 25, 111. 

Howard M. Myers, 106 Fern- 
hill Ave., Buffalo 15, N. Y. 

Gaston Di Bello, 11 Fairlawn 
Drive, Eggertsville 21, N. Y. 

Dr. John H. Wild, 690 Ellicott 
St., Buffalo 3, N. Y. 

Emmett W. Tardy, Lexington, 
Va. 


The following Ai)i)lications for Infe Meinber.sliip have been received 

LM 197 Arthur A. Hiitz, 10^6 Cleveland St., Gary, Indiana. 

LM 198 <1. S. Leoiig. Honolulu 5, P. O. Box 2093, T. IT. 

LM 199 Albert A. Giillinn, 22 Linwood Terrace, Buffalo 91, N. Y. 

LM 200 Riiy M. Jnndn, Box 5959 Kansas City, Mo. 

LM 201 Earl C. Brown, 7005 S. Normal Blvd., Chicago 21, 111. 


6612 

4352 

8695 

2997 

6946 

8893 

3004 

4422 

8991 


The following have been rein.stated 

J. Louis Adams, 2123 Garland Avenue, Nashville 4, Tenn. 

Paul F. Hoag, 279 Schaffer Street. Brooklyn, N. Y. 

George B. Hooper, St. Paul Park, Minnesota. 

Walter G. Kampe, 928 NW 46th Street, Miami 37, Fla. 

D. K. Kortemeier, 505 S. W. 11th Court, Ft. Lauderdale, 

Paul F. Max, M.D., 10 N. Taylor Avenue, St. Louis 8, Mo. 

Reece A. Oliver, Office of Alien Property, Davo Branch, c/o Hqrs. Philry* 
com, APO 707, PM San Francisco, Calif. 

Carl Raskin, 5844 S. Figueroa Screet, Los Angeles 3, Calif. 

W. N. Wiese, Spearville, Kansas. 


Fla. 


Dt'ceased 

7529 B. H. Jeffers, Rose, New York. 

3033 L. S. Amour, Chicago, Illinois. 

2434 Charles N. Schniall, New York. N. Y. 
12983 W. B. Leatherman, Sebring, Fla. 

4014 F. B. Rowley, Seattle, Wash. 

1721 Henry C. Hines, Newark, N. J. 

4611 Richard E. Norton, Philadelphia, Pa. 


The following resignations hate been received 

7610 Robert G. Anderson, Brownwood, Texas. 

12251 L. H. Bancroft, Richland Center, Wise. 

7953 N. Elwood Botteiger, Seattle, Washington. 

9519 Erwin Henn, Grafton, Wise. 

11860 Fred M. Horseley, Jr., Pocomoke City, Md. 

6731 D. L. Goddard, Covington, Tenn. 

9680 James S. Hardy, Clearwater, Fla. 

10179 Robert J. Heller, Los Angeles, California. 

11835 Paul R. Martin, Hempstead, New York. 

7001 New Bedford Coin Club, New Bedford, Mass. 

10678 Mrs. Louise M. Riebs, Milwaukee, Wise. 

12835 Sherman P. Sackheim, New York, N. Y. 

12862 Art R. Sehnert, Memphis, Tenn. 

11281 Mrs. Clyde D. Spears, Gasport, N. Y. 

10816 Fred A. Vogel, Berkeley, California. 

12498 Alexander S. Walker, Brielle, N. J. 

10586 H. O. Woodward, Springfield, Illinois. 

8640 H. R. Youngblood. Stockton, California. 

9099 Albert E. Blake, 327 Court Street, Auburn, Maine. 

J-11600 Harold Yee, 821-A Alder Street, Honolulu, T. H. 

10362 Murray Ray, 99 Corbin Place, Brooklyn 29, N. Y. 


Change of Address 


12290 

4882 

8441 

LM60 


Asheville Coin Club, W T. James, Sec y, 24 Tryon St., Asheville, N. C. 
Atlanta Coin Club, H. H. Joyner, Sec’y, 218 15th St., N. E., Atlanta, Ga. 
Calumet Numismatic Club, Marion Isaacs, Sec’y, Route #1, Chesterton, Ind 
Chicago Coin Club, Earl C. Brown, Sec’y, 7005 S Normal Blvd., Chicago^2l’ 


254 


THE NUMISMATIST, March, 1947 


Indianapolis Coin Club, W. D. Cook, Sec’y, 1100 Oakland Ave., Indianapolis, 

Io\”^ Numismatic Association, Mrs. Betty Laurent, Lib., 2619 Roosevelt 

Th^e^bkVa*homa^cTty Coin Club, L. T. Walters, Sec’y, 228 N. E. 15th St., 
Oklahoma City 4, Okla. , ^ 

Pasadena Coin Club, 115 E. Union St., Pasadena 1, Calif. 

Orange County Coin Club, Box 1363, Santa Ana, Calif. ^ ^ ^ o* 

Richmond Coin Club, James A. Johnson, Jr., Secy, 921 West Franklin St., 

WestTrif^M ”r^land‘ Coin Club, Alfred Hutter, Sec’y, 301 Holland St., Cum- 
berland, Md. ^ ^ ........ T c » lAfi 

Worcester County Numismatic Society, Frank L. Abbott, Jr., Secy, 140 
Olean St., Worcester 2, Mass. , 

Milford Coin Club, Arthur C. England, Sec’y, 90 Seaview Ave., West Haven, 

Gustaf Anderson, Norra Varalof, Engelholm, Sweden. 

Emil F. Antunovich, 8325 Forest Preserve, Chicago, 111. 

Lt. Col. Harry W. Atkinson, Air Division. Army Advisory Group in China, 
APO 909, c/o P. M. San Francisco, Calif. 

Nina M. Baker, 19 Montague Street, Turners Falls, Mass. , 

Co. O. M. Baldinger, c/o Dick Fleming, Whitesburg Pike, Huntsville, Ala. 
Henry C. Barkhorn, Jr., 59 Wellington Ave., Short Hills, N. J. 

Leslie E. Becker, 412 Elm Street, Marshall, Minn. ^ 

Neil O. Benton, 31st Med. Group, Office of Surg., Hq. C. B. S., APO 807, 
c/o P. M., New York, N. Y. 

Mrs. Joseph H. Biggs, 210 East Pear.son St., Chicago 11, 111. 

Sydney D. Black. 981 Lilley Ave., Columbus 6, Ohio. 

George W^. Boehm, 551 Maple Ave., Elizabeth, N. J. 

R Paul Bowman, 109 Holton Road, La Porte, Ind. 

H A. Brady, P. O. Box 783, Ardmore, Okla. 

James P. Byrd, 3309 26th Ave., Tampa 5, Fla. 

Arthur E. Cagle, Rt. 2, Box 621, Phoenix, Ariz. 

William M. Caldwell, P. O. Box 548. Medford, Oregon. „ _ ^ 

Benjamin A. Card, 1443 Channing St., N. E., Washington 18, D. C. 

Sheldon S. Carroll, 18 Wayling Ave.. Kingsview Park, Ottawa, Ontario, 
Canada. ^ ^ , 

Robert M. Cherrington, 244 Aberdeen Ave., Oakwood, Dayton 9, Ohio. 
Hugh C. Cole, P. O. Box 1449, McAllen, Texas. 

Richard G. Cole, Box 251, 800 Phelow Bldg., San Francisco, Calif. 

Feorie DeToro, 83 Court St., Middletown. Conn. 

J-12875 Leonard H. Dore, 6830 Hemlock St., Houston 12, Texas. 

10601 Earl C. Dravis, 262 So. Audubon Rd., Indianapolis 1, Ind. 

Paul A. Ewert, R. R. #2. Box 139A, Bensenville, 111. 

John B. Francone, Jr., 3510 W. 46th Ave., Denver 11, Colo. 

Maj. John F. Fritz, Hq. Yobas, J. A. Sec., APO 404, c/o P. M., San Francisco, 

Gerald A. Goldstone. 109 Locust Drive, Baltimore 28, Md. 

James H. Gordon, Officers Section, Fitzsimons Gen. Hosp., Denver 8, Colo. 
Mrs Whitney Goubert, The Barn, 170 Linden, Englewood, N. J. 

Lyman R. Greenwood, 2139 Timaleon St., New Orleans, La. 

Thomas W. Guthrie, 1990 Stewart Ave., New Hyde Park, L. I., N. Y. 

Maj. Bert H. Heilpern, Fiscal Directors Office, APO 7 07, c/o P. M., San 
Francisco, Calif. 

Carl E Hendricks, 414 Washington St., Denver 3, Colo. 

Harry M. Hoffman, 1068 West Roses Road, San Gabriel, Calif. 

Joseph M. Howell, 200 Riley, Muncie, Ind. , , ^ 

Capt Ralph W. Hungerford, Charleston Group, Atlantic Reserve Fleet, 
USN Base, Charleston, S. C. 

Russell L. Hutchings, P. O. Box 659, North Platte, Nebr. 

W C. Idol, 210 Hillcrest Drive, High Point, N. C. 

Albert E. Immel, P. O. Box 168. Lancaster, Ohio. 

Charles C. Inks. R. 6, Box 8777, Sacramento, Calif. 

Kenneth C. Irvin, 3306 S. 9th St.. Milwaukee, Wise. 

Louis C. Ivey, P. O. Box 991, Danville, Va. 

Walter L. Kemmercr, 742 W. 12th., San Pedro, Calif. 

M. Sgt. Sydney C. Kerksis, 97 0th CIC Det Reg VIII, APO 755, c/o P. M., 
New York, N. Y. , -..t ^ 

6531 Capt. L. H. A. Klein, 262nd Gen. Hosp., APO 827, c/o P. M., New Orleans, 


9096 
7065 
7118 

9097 
7868 
9666 

10220 

13026 

9359 

13240 

12562 

12492 

11617 

10463 

7356 

10103 

10579 

7280 

11504 

12126 

9947 

12406 

9501 

11916 

6387 

11933 

12319 

11956 

10607 

12287 

12054 


8025 

11356 

8580 

12631 

9597 

6154 

11502 

8397 

12204 

12932 

13724 

10576 

3797 

4921 

11275 

12708 

10765 

12585 

12758 

11727 

13063 


12645 

11099 

11526 

13076 

8730 

12302 

6433 

4932 

5343 

10786 

6978 

12546 

13360 

5480 

8710 

4096 


Paul E Kohler, c/o Pan American Airways, Mills Field, San Francisco, 
Calif. 

Lee G. Lahrman. 1105 Western Ave., Park Ridge, 111. 

Harold Lantis, 600 Hague St., Jackson, Mich. 

Mrs. Paul A. Lawrence, c/o Jesse A. Hatter, 38 Main St., Tremont, Pa. 

R. C. Lees, 410 B Street, Natchez, Miss. 

John J. Lester, 1058 Washington Ave., Racine, Wise. 

Abraham Levin, c/o S. Levin, P. O. Box 613, Monterey, Calif. 

Thomas M. Logan. 592 S. Wayne Ave., Philadelphia 44, Pa. 

E. S. Lombard, 2120 Hewett Ave., Everett, Wash. 

Joseph S. Luckett, 3408 Jefferson Ave., El Paso. Texas. 

Harold E. McCausland, 97 Ackerman Ave., Ramsey, N. J. 

William Fred McCool, 4539 Madison, Kansas City 2, Mo. 

James M. Malloy, 610 Gunnison, Burlington, Iowa. 

Theodore H. Meier, 913 W. LaSalle Ave., South Bend 7. Ind. 

Charles C. Merrifield, General Delivery, Morgantown, W. Va. 

Wallace T. Miller, First National Bank of Warsaw, Warsaw, Ind. 
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13069 

9202 

13J23 

10293 

10574 

7493 

12117 

123G5 

11428 

12782 

5690 

4756 

10074 

7654 

J-12901 

9452 

13174 

13396 

9526 

11630 

11551 

13132 

12747 

6130 

12964 

13342 

10275 

12058 

7641 

8942 

7046 

9884 

7929 

4701 

11767 

10604 

10543 

5245 

12574 

12135 

11445 


9252 

12840 

8741 

12718 


13505 

13515 

LM75 

13348 


John W. Morgan, 615 S. 21st St., Mt. Vernon, 111. 

Jack Preston Morris, Garland, Texas. 

Conrad M. Nervi, 719 So. Bixel St., Los Angeles 14, Calif. 

Richard A. O’Reilly, Jr., 98 14tli Ave., Columbus, Ohio. 

Courtland L. Paige, 11 Blake St., Pittsfield. N. H. 

H. A. Pearson, Rt. 3, Box 365, Everett, Wash. 

Avery J. Pratt, 140 So. Cayuga Road. Willianisvllle 21, N. Y. 

Walter W. Reeves, 804 West Duval St., Live Oak, Fla. 

Le^and E. Rice, Officers Club, 1400 New Hampshire, N. W., Washington, 

Lester N. Rittgers, Sr., 84 West Mariposa St., Altadena, Calif. 

Peter Romcovitz, R. D. #1, Wyano, Pa. 

Selly Rosenau, 666 Madison Ave., New York 21, N. Y. 

WTllard B. Seehorn, Box 244, State College, N. M. 

M. D. Six, 434 % Franklin St., Danville, 111. 

Dean E. Slama, 922 Grove, Evanston, 111. 

Robert C. Sloane, 5544 Crowson St., Philadelphia 44, Pa. 

Millard K. Smart, 101 North C. St., Arkansas Citv, Kans. 

Avery H. Smith, 257 Minerva St., San Francisco 25, Calif. 

Charles G. Sonnen, c/o Atomiic Energy Commission, Oak Ridge, Tenn. 
Robert N. Spangler, Box 305, Shawnee, Okla. 

Lt. Marvin R. Spearstone, 1100 Chamber Commerce, 88 Federal St., Boston, 
Mass. 

Norman D. Stearns, 56 Pilgrim Road, Marblehead, Mass. 

Marcus C. Strickland, 568 Winton Terrace, N. E., Atlanta 3, Ga. 

Miss Madeline R. Stuber, 2357 Tennessee Ave., St. Louis, Mo. 

Niels C. Sundsted, 2215 Miller St., Seattle 2, Wash 

L. Sundstrand, 1876 Oakwood St., Pasadena 7, Calif. 

Howard L. Thompson, 412 Locust St., Denton, Texas. 

Christine L. Tobin, 96 Stone Street, Augusta, Maine. 

Michael Ugler, 1814 E. 28th St., Lorain, Ohio. 

R. H, Wade, 615 So. Hawthorne Rd., Winston-Salem, N. C. 

Charles Wagner, 125-05 Itlth Ave., South Ozone Park, L. I., N. Y. 

Arthur J. Walrath, Box 267, R. D. :iz2, Cambria, Va. 

Maxwell P. Wann, 402 W. 12th St., Havs, Kansas. 

E. O. Webb, 1735 The Alameda, San Jose 11, Calif. 

Forrest E.^Webb, Navy #100. FPO, New York, N. Y. 

John E. Weller, RFD #6, McMullen Highway, Cumberland, Md. 

Burton L. West, 44 W. Chestnut St., Columbus, Ohio. 

M. Wetin, 2640 14th Ave. No., St. Petersburg, Fla. 

A. G. Wilde, Jr., Rt. 6, Box 279. Jackson, Miss. 

Douglas E. Williams, 216 So. Meyers, Burbank, Calif. 

Lt. Col. Charles R. Wright, Jr., 3rd Co.. Student Tng. Regt., Fort Benning, 
Ga. 


Clarence W. Zaar, 1923 46 S. W., Seattle 6, Wash. 

Juan Pont Zayas, Calle F 1470, Urb. Hip., Santurce, P. R. 
Wesley W. Cole, Box 870, Turlock, Calif. 

Capt. John E. Warvel, 1020 West Race St., Pottsville, Pa. 


Corrections 


Walter G. Taneza, 5 Hall Avenue, White Plains, N. Y. 

Eldridge G. Jones, 4228 19th Street, Washington 18, D. C. 

Harold R. Klein, P. O. Box 188, Hinsdale, Illinois. 

Tom Coakley. His application which appeartd in the November issue 
neglected to name F. K. Saab as one of the proposers. 


Organization Directory 


ONLY THOSE CLUBS AFFILIATED WITH THE A. N. A. ARE LISTED 


Akron Coin Club. Akron. Ohio — Meets third Mondav of each month at the 
Portage Hotel. Akron, S p. m. Visitors welcome. C. D. Clark. Secretarv, 1796 
Goodyear Blvd.. Akron 5. Ohio. 

Albany Niinii.«<nintic Society — Meets second and fourth Thursdays (except dur- 
ing July and August) at the Albany Institute of Historv and Art, 125 Washing- 
ton Ave. James E. Gratton, Secretary, Sunset Terrace, ‘R. D. No. 1, Rensselaer, 
New York. 

Allen Comity Coin Club — Meets last Tuesday. Gail Hutchinson, Secretary. 209 
E. Market St., Lima, Ohio. 

.Aiiicric.Mii A iiiiiiKiiintic A.ssociation — Meets annually in convention. Lewis M 
Reagan, General Secretary, P. o. Box 577, Wichita 1, Kansas. 

Aiii«‘ric:in A unii.oniatie Society. Acw York City — Meets four times annuallv at 
its building. Broadway at 156th Street. Sydney P. Noe. Secretary. 

Andemon Coin Club. AndorKon. Iiidinnn — Meets first Thursdav of each month 
at Y. M. C. A. Perry F Gorman, Secretary, Box 496, Anderson, Ind. 
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Aiiii«iu:iriun and A'uiniiiiiintic Society of .^lontrcal — Meets monthly at Chateau 
de iiaiiit-zay. L. A. lienaud. Curator, Chateau de liamezay, Montreal. Canada. 

A.sheville Coin Club — Meets 2nd Wed. at Wachovia Bank. W. T. James, Secre- 
tary, 24 Tryon St., Asheville, N. C. 

Atlaiiia Coin Club, Atlanta, Ca. — Meets first Wednesday of each month at 8 
p. m. at the Henry Grady Hotel. H. H. Joyner, Secretary, 218 15th St., N. E., 
Atlanta, Ga. . . 

iialtiiiiorc Coin Club — Meets first and third Thursdays at Peale s ^lunicipal 
Museum, 225 N. Holliday St. R. C. Hall, Secretary-Treasurer, Riderwood, Mary- 
land. 

Bay Cities Coin CIul», Calitorni:i — Meets second Wednesday of each month. 
Directors Room, Santa ^Monica Commercial and Savings Bank, 4th St. and Arizona 
Ave., Santa iSlonica. 11. S. Davidson, Secretary; mail to 1127 18th St., Santa 
Monica. Calif. 

BiriuiiiKliani Coin Club — Meets 3rd Tues. of each month in the Auditorium of 
the White Dairy Co., 621 So. 27th St. Mrs. Opal Morris, Secretary, 409 Woodland 
Ave., Homewood 9, Ala. 

lioone Auniisnintic Association, Boone, Iowa — Meets first Monday evening of 
each month at Baird s Cafe. Guy L. Timbrel. Secretary, 1633 3rd St^ Boone, Towa. 

Boston Auniismatic Society — Business meeting at 7 p. m. preceded by a dinner 
at 6 p. m., last Mon. of each month, (summer excepted) at the Boston City Club, 
14 Somerset St., Boston, Mass. Harold E. Whiteneck, Secretary, 68 Huntington 
Ave., Boston 16, Mass. 

Bronx (New York) Coin Club — Meets 4th Wed. of each month, at Concourse 
Plaza Hotel, 161st St. and Grand Concourse, The Bronx. Martin F. Kortjohn, 
Secretarv, 10 E. 40th St., New York City 16, N. Y. 

Brooklyn Coin Club, Brooklyn, N, V. — Meets 1st Wed. of each month. C. H. 
Ryan, Secretary, 10 Remsen St., Brooklyn 2, New York. 

iciiii'nio .N II III t ic AH»<ici;i i ion, lliiilalo, N. \ . — Meets second and fourth Mon- 
days at Central Y. M. C. A. Geo. A. Cage, Librarian, 151 LaSalle Ave., Kenmore, 
N. Y. 

Burlington Coin Club — Dorothy E. Dehn, Secretary, 1510 Mt. Pleasant St., 
Burlington, Iowa. 

Cniiforni.*! Coin Club — Meets first Tuesday of each month at 953 S. Grand 
Avenue, Los Angeles. Earle K. Stanton, Secretary, 1102 California State Bldg., 
217 W. 1st St., Los Angeles 12, Calif. 

Caliiniet Niiiiii.smaf ie Club — Meets 3rd Wed. each month at Oil Workers’ Build- 
ing, Hammond, Ind. Marion Isaacs, Secretary, Route 1, Chesterton, Ind. 

Can Ion Coin Club, Canton. Ohio — Meets second Tuesday at the Y. M. C. A. C. 
T. Bolus, Secretary. 1266 11th St. N. W., Canton 3, Ohio 

CtMlar Rapids Coin Club, Cedar Rapids, low.'i — Meets second and fourth Mondays 
of each month at the Roosevelt Hotel. Cedar Rapids. Charles O. Bartman, Secre- 
tarv, 1060 Center Point Road. Cedar Rapids, Iowa. 

Charlotte Coin Club, Charlotte, X. C. — Meets first Monday of each month at 501 
Johnson Bldg. It. T. Kirkland, Secretary, 1420 Ivey Drive, Charlotte, N. C. 

t lias«‘ Rank Coin Soeiety. New \ ork ('Ify — Meets third Thursday of each morlth. 
Richard J. Martin, Secretary, care of Chase National Bank, New York, N. Y. 

Cli:i II i:i ii(| iia Coin. Sf;inip :ind Curio Club. JaiiieKtown. N. V. — Meets second and 
fourth W ednesday evenings of each month at Hotel Jamestown. J. Henry Payne, 
Serretnrv, 718 Newiand Ave.. J a m<»s r «>'vn. N. Y. 

Chicago Coin Club — Meets first Wednesday of each month in Room 1552 of the 
Field Building, 135 S. La Salle Street. Earl C. Brown, Secretary, 7005 S. Normal 
Blvd., Chicago 21, 111. 

Ciiieinnxiti N'uniisinatic A.ssooiation — :Meets fourth Friday of each month at the 
Sinton Hotel. George D. Parvin, Secretary, 6306 Plainfield Pike, Cincinnati 27, 

CoiiinibiiK Niinii.sniatic Society — Meets second Monday of each month at the 
Neil House, Columbus, Ohio. R. A. Hinshaw, Secretary, 68 W. Maynard Ave., 

Columbus 1, Ohio. , ^ , 

Cortiaiiil Coin Club. Cortland. N. V. — Meets first Thursday of each month at 
Hotel Cortland. Alec R. Seymour. Sec’y.-Treas.. 70 Port Watson St., Cortland. N. Y. 

li;illas Coin Club. Dalla.s. Te.\as — Meets third Thursday night of each month in 
th** Baker Hotel. R. T. Griffith. .'Secretary. .510 S. Winnetka Ave.. Dallas. Texas 
Davenport N'unii.sniatio Club. Davenport. Iowa — Meets every second Tuesday of 
the month at 6:30 p. m.. at the Lend-a-Hand Club, Davenport, Iowa, Mrs. Jess 
Likeness. 1908 East 12th St., Davenport, Iowa. 

De.s Molne.s Coin Club, Des Moinen. Iowa — Meets first Friday of each month at 
Y. M. C. A., 4th and Keo Way. Mrs. Walter P. Bohler, Secretary, 1622 11th St.. 
Des ^foines 14. Iowa. 

Detroit Coin Club — Meets the first Thursday of each month in the Book- 
Cadillac Hotel at 8:00 p. m. Kenneth A. Fulton, Secretary, 407 Manor Ave., 
Grosse Pointe Farms 30. Michigan. 

n.-Kt Liverpool Coin Club. T.iverpool. Ohio — Meets third Tuesday of each 

month at the Y. M. C. A.. 4th and Washington Sts.. 7:30 p. m. Visitors welcome. 
John Oiiirk Secretnrv. Newell. tVept Virginia. 

Elkbart Coin Club — Meets second Monday of each month. Merle Toney, Secre- 
tarv, R. R. 5, Elkhart, Indiana. 

Fairlield Coin Chib. Fairfield. Iowa — fleets fourth ^londay of each month at 
the Browning Studios, at 8 p. m Keith A. Prizer, Secretary. 

Fairfield Co:*riTv N' ii in isniatie .\ «!*Joei a f ion . R rid ir«*i*orf . Conn — Thi*'d T'^urp- 

day of each month at the Green Shutters Inn, 123 Harrison St., Bridgeport, Conn. 
Oscar G. Schilke, Secretary, Beacon Falls, Conn. . _ , ^ , 

Flint Stamp Coin Chib, Flint, Mieb. — Meets first and third Tuesdays at Hotel 
J. Norman Cro.«hv. Secretary. 14 Herkimer St.. Bridgeport. Conn. 

Fugio Coin Club. Sbreveport. I, a. — Afeets .‘serond Monday of each month in the 
directors* room of the Commercial National Bank. Thos. E. Mclver, Secretary, 
Shreveport, La. 
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(.ri^ley Com Club, Colorado — Meets first Monday each month at Home Gas 
and Electric Lounge. Joe Springston, Secretary, 1724 15th Ave., Greeley, Colo. 

Greenville Coin Club, Greenville, Pa.— Meets second Wednesday of each month 
at the Gillespie Real Estate Office. A. J. LeBarron, acting Secretary. R F D. 
No. 1, Greenville, Pa. 

Ilainiltoii Coin Club, Ohio — Meets second Thursday each month at the Y. M. 
C. A. Carl O. Schwab, Secretary, 630 So. 4th St., Hamilton, Ohio. 

Hartford .N nini.sniatic Society, Hartford. Conn. — Meets Hurd W ednesdav of each 
month at the Hotel Bond, Hartford. Geo. A. Warner, Secretary. 126 Raymond 
Road. \\ est Hartford 7, Conn. 

Heart of .iiiieriea > nini.sniatic Association. Kansas City, Mo. — Meets 3rd Mon 
Of each month at Bellerive Hotel. Kansas City. R. M. Janda, Secretary. Box 5959 
Westport Station, Kansas City, Mo. 

Hudson \ alley Coin Club. .\. V. — Meets 2nd and 4th Wednesdays, 8 p. m. at the 
1 . .M. C. A. (jeorge .1. Silkworth, S‘^cretar>', 197 Hurley Aye.. Kingston, X Y 

Indianapolis Coin Club. Indianapolis. Indiana — Meets' 4th W ed. each month 
(except Xoy. and Dec. 3rd W'ed.) at the Washington Hotel. W\ D. Cook, Secre- 
tary, 1100 Oakland Aye., Indianapolis, Ind. 

Iowa \nniisniatie Association — State Convention each spring and fall. Mrs 
Betty Laurent, Librarian, 2619 Roosevelt St., Clinton, Iowa. 

Jersey City Coin Club, Jersey City, .\. J. — Meets fourth Thursday of the month 
at Hotel Plaza. Emil Voigt, Secretary, 108 Roosevelt Ave., Valley Stream, L. I 
Is. 1 . 

Lehigh Valley Coin Club, Palnierton, Pa.— Meets third Thursday of each month 
the meetings rotating benyeen Palmerton, Bethlehem, Stroudsburg, and Allen- 



fellows Hall. Arthur G. England, Secretary, 90 Seaview Ave., W'est Haven, Conn. 

-Milwaukee A_niiiisiii:it ic Society — Meets third Friday each month at the Red 
Arrow Club X. Broadway. William Carr, Secretary, 1251 E. Burleigh St 

Milwaukee 12, W is. ay., 

>Iis>oiiii Niiinisiiiafic Society. Sf. Louis. .Mo.— Meets second Monday of each 
month at Melbourne Hotel, Grand and Lindell Blvds., St. Louis. Mo. *A1 Wick 
Secretary, 5437 Nagel Ave., St. Louis, Mo. 

Miincie Coin Cjiub—Meets 3rd Thurs. of each month at the Y. M. C. A. Jack 
Paul, Secretary, i34i/^ X". Jefferson St., Muncie, Ind. 

i*"rl*.* C.-i.silc. P;i. — Meets fourth Monday of each month in 

the M. c. A. D. G. Piper, Secretary, 910 Rose avenue. New Castle, Pa. 

X’i»Mii«»ii.*«fio Society- Meets fourth Wednesday of each month at 
the Chamber of Commerce Hall, Liberty Building, 152 Temple St., New Haven. 

i.nnn Wnlf^kr F> ^ 1 A 1 - 4 • • ^ • 



Vew York -Xiiiiii.siiiatic Club. New York City — Meets 2nd Fri. of each 



polls 4, Minn. 

-N iiiiii.sniriiic and A iiti<iu;i rian Society of Pliiladcipbia — Meets six or seven times 
during ihe winter by invitation by individual members at their homes or clubs 
VV . \\ istar \\ ood. Secreiarv , 75o0 Germantown Ave.. Philadelphia. Pa. 

.Nuiiii.smatic Society of Frederick. Md.— Louise S. Rhoads, Secretary, 127 East 
Pati’ick St., Frederick, Md. 

Oklahoma City Coin Club — Meets third Monday of each month at the Biltmore 
Hotel. Lindell T. Walters, Secretary, 228 N. E. 15th St., Oklahoma City 4, Okla. 

Oiiialia Coin Club — Meets first Friday of each month at Omaha City Hall. O 
M. Campbell, Secretary, 520 So. 31st St., Omaha 5, Nebr. 

toiii Club. Oncont;i. N. — Meeis nrst Friday in the month, place be- 

ine (iecided at regular meetings. Mrs. Howard Wil.>ion Secretary. Oneonta. X. T. 

Orange County Coin Club, Urea. Cal. — INIeets third Tuesday of each month at 
the Women’s (:iub House, Brea. C. Glen Curtis, .M. D.. Secretary. Brea. Cal. 

Oregon \ uniisni:itic Society — Meets second Monday each monili at Benson Hotel, 
Portland, Oregon. Lloyd L. Ruff, Secretary, 3105 N. E. 45th Ave., Portland 13, Ore. 

i*.-icili<- t oa^i .N Hill i.sm;i lie Socict>. '*;iii I >;i tici.<«co. C;il. — .Meet.'^ la.<i \Vecines<iav 
oT enfh monih at Hotel \\hitcoml>. .^an Francisco. Edward Fogler, Secretarv- 
Trea.<=urer, 717 Sutter St.. San Franci.<5CO. Cal. 

Pasailcna Coin Club, California — Meets third Wednesday each month at 115 
East Union St., Pasadena. Charles H. Foster, Secretary, 336 N. Milton Dr., San 
Gabriel. Calif. 

Pliiladelpliia Coin Club — Meets third Tuesday of each month at the Benjamin 
Franklin Hotel. Arthur Sipe, Secretary, 4021 Bonsall Ave., Drexel Hill, Pa. 

Pliociiiv Coin Club — Meets second Tuesday of each month at 8 p. m., Adams 
Hotel. A. V. Von Rhein, Secretary, 1477 E. Roosevelt St., Phoenix. Ariz. 

Piicairn Coin and >lcdal Club. Pifc.airn. P;i. — Meets the fourth Tuesday of the 
month at 544 Broadway. R. W’. Bearinger. Secretary. 425 Second St.. Pitcairn. Pa. 

Pift.sburgb Coin Club — Meets third Wednesday each month in the Game Room 
of the Pittsburgh Coal Co., 409 W"ood St. H. D. Gibbs, Secretary, 218 Fourth Ave.. 
Pittsburgh 10. Pa. 

Racine X uiiiisniatic Society, Racine, Wise. — Meets second Thursday of each 
month at the Y. M. C. A. J. Robert Simanek, Secretary, 421 Augusta St., Racine, 
W'isc. 


258 


THE NUMISMATIST, March, 1947 


Renclinj? Coin Club, Heading, Pa. — Meets 2nd and 4th Mondays of each month 
at Reading Co. Y. M. C. A., 6th and Oiey Sts., Joseph J. Heine, Secretary, 511 
Oley St., Reading, Pa. 

Coin Club of Kliode Island — Meets third Thursday of each month at the Old 
France iCestaurant, unless otherwise mentioned, Providence, R. 1. Miss Wilna 

B. Mackintosh. 115 Ivy St., E. Providence, Pw. I. 

Richmond Coin Club, Va. — Meets 2nd Wed. of each month, Byrd Park Club 
House. James A. Johnson, Jr., Secretary, 921 West Franklin St., Cumberland, Md. 

Rocliester IVumisnisitic Association, Rochester, 2V. Y. — Meets first and third 
Tuesdays at the Rochester Museum of Arts and Sciences, July and August on 
third Tuesdays. John J. Pittman, Secretary, 4 Acton Street, Rochester 13, N. Y. 

Rocky Mountain Nuniisnintic Society — Meets second Thursday of each month 
at office of Rex Reese, 605 17th St., Denver. Jacob G. Willson, Secretary, Room 
321 Baltimore Hotel, Denver 2, Colo. 

San Diego Niiiiiisinatic Society — Meets first Monday of each month at 716 East 
Broadway. Leonel C. Panosh, Secretary, P. O. Box 1773, San Diego 12, Calif. 

Seattle Coin Club — Meets last Thursday of each month at the Y. M. C. A., 909 
4th Ave. B. A. Talmadge, Secretary, 8006 Stroud Ave., Seattle 3, Wash. 

SoutheaKt Te.vn* A unti»nintic AMMoclation — J. T. Cone, Secretary, 3901 5th St., 
Port Arthur, Texas. 

Springfield Coin Club, Springfield, Mums. — Meets second Tuesday of each month 
(except July and August) at the Museum of Fine Arts, Springfield, Gustave L. 
Sandburg, Secretary, 119 State St., Springfield, Mass. 

»yracu»e .Numismatic A.’siiociation, Syracuse. -N. V. — Meets first Friday of each 
month at homes of members. Stanley M. Gifford, Secretary, 946 Euclid Ave., 
Syracuse, N. Y. 

Tnnipa Collectors Club, Tampa, Florida — Meets every second and fourth Mon- 
days of each month at 8 p. m. at the Y. W. C. A. Florian Wexel, Secretary, 511 
E. Hanlon St., Tampa 4, Florida. 

Toledo Coin Club, Toledo, Ohio — Meets second Friday of each month, in the 
American Room, of the Ft. Meigs Hotel, Toledo. S. L. Szyperski, Secretary, 222 
Austin St., Toledo, Ohio. 

Triple Cities Coin Club, Binghamton, New York — Meets first Monday of each 
month. Steuhen Purdy, Secretary, 180 Hawley St., Binghamton, N. Y. 

Ventura Coin Club, California — Gary S. Gleed, Secretary, P. O. Box lOGl, Delano, 
Calif. 

AVashington Numismatic Society, Washington, D. C. — Meets first Monday of each 
month at the National Museum. Harry A. Rothwell, Secretary, 3536 T. St. N. W., 
Washington 7, D. C. 

Waterloo Coin Club, Waterloo. Iowa — Meets first Friday of each month at 
Grout Room, Y. M. C. A., Waterloo, Iowa. Fred Schiel, Secretary 125 Kern St., 
A^aterloo, Iowa. 

Westchester County (N. Y,) Coin Club — Meets third Tuesday of each month at 
the Y. M. C. A. in New Rochelle, N. Y. Wm. Pearson, Secretary, 144 Vista Place, 
Mt. Vernon, N. Y. 

Western Maryland Coin Club, Cumberland, Md. — Meets 3rd Wed. of each month 
at the Central Y. M. C. A. Alfred Hutter, Secretary, 301 Holland St., Cumber- 
land, Md. 

N\ c.stcrn Penn.syl vania .N'uml.smatlc Society — Meets the first Tuesday of every 
month at the University of Pittsburgh Cathedral of Learning. T. Winsor Peters, 
Secretary, Crescent Hills, Pittsburgh 21. Penna. 

We.stern Reserve Nuniismattc Club, Cleveland, Ohio — Meets second Wednesday 
of each month at Hotel Carter. Ambrose P. Spencer, Secretary, 1357 Ardoon 
Road. Cleveland 21. Ohio. 

Wichita Coin Club — Meets third Thursday of each month at Central Y. M. C. A. 

C. B. Edwards, Secy., Box 1332, Wichita 1, Kansas. 

AVilkes Barre Coin Club — Meets 2nd Thurs. of each month at the local Y. M. 
C. A. George P. Williams, Secretary, 40 Price St., Kingston, Pa. 

AA’orcester County Numismatic Society — Meets 2nd Fri. each month. Frank L. 
Abbott, Secretary, 140 Olean St., Worcester 2, Mass. 

\ ouiig»kto\% 11 -N iiiiii.sniaiic Club. Youngstown. Ohio — Meets first Thursday of 
each month at Sheriff’s Office, Youngstown. A. F. Smith, Secretary, Box 2616, 
South Side Station, Youngstown, O. 


FOREIGN 

Association of Australian Numismatists — J. Hunt Deacon, Acting General Sec- 
retary, Department of Coins and Medals, National Gallery, Adelaide, South 
Australia. 

Aledway To^vns Numismatic Society — W. Woollett, Secretary, 11 Windsor Ave., 
Chatham, England. A hearty invitation to visit them is extended to their Ameri- 
can friends serving in England. 

New Zealand Numismatic Society — Meets last Monday of each month, March to 
November, Turnbull Library, Bowen St., Wellington. Allan Sutherland, Hon. 
Secretary. Parliament Bldgs., Wellington. 

Numi.smatic Society of South Au.stralla — Meets first Thursday of each month, 
7.45 p. m., Majestic Chambers, 100 King William St., Adelaide. C. W. Reed, Hon. 
Secretary, 78 Fairford St., Unley, South Australia. 
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REPORTS OF CLUB MEETINGS 


secretaries please >iOTE: Reports should be made promptly. Copy must 
be reeeived by the lOUi of the month to insure insertion in the foiiowin;; month's 
issue. As n usual thin;; a copy of the minutes is sent in, and almost invariably 
a number of items of local concern only must be cancelled. The Justification for 
publishinsT these accounts lies in the numismatic information— and encouracre^ 
nient — to be derived by collectors vrenerally, resrardless of location. On this 
basis we feel it advisable to revise and condense, and. incidentally, the by-product 
of this course is conservation of valuable space. 


ATLANTA COIN CLUB — The 337th meeting 
waa held Jan. 8, at the Henry Grady Hotel. 

There were 12 members and 3 visitors present- 
Mr. Wright, of the Atlanta Constitution, was 
present gathering information on our Club. 

President Pierce James read a letter of resig- 
nation from O. L. Nelson as Secretary. Truitt 
Harper, the Assistant Secretary, was automati- 
cally elevated to Secretary and Treasurer. B. E. 
Surry was elected Assistant Secretary and Trea- 
surer. 

Retiring Secretary, H. H. Joyner, read the re- 
port on the financial status of the Club for 1946. 
There were 42 paid members during the year. 

The Carnegie Library “want list” for books on 
coins and coin collecting was turned over to 
T. H. Landgraft several meetings ago. 

E. P. Morgan prepared questionnaire for each 
member to fill out and return at ne.xt meeting. 

Mr. James wants each Coin Club member to 
have a complete list of all members, li-t to be 
furnished to Mrs. Edwin Harrison, who will print 
same and give each member a copy. 

J. J. Gonzales invited new members for the 
A. N. A. 

An 1869 three-cent piece was given to Mr. 
Wright as a gift remembrance from the Club. 

E. P. Tomlinson, Club member #3, asks the 
Club through Mr. Gonzales to be moved to #2 
to fill Mr. Hardwick’s number. This motion w'as 
po.'tponed until the ne.xt meeting. 

Mr. Surry suggested that the Club hold the 
annual banquet and that it shall be written in 
the By-Laws of the Club to have one every year. 

— TRUITT HARPER, Secretary 

BIRMINGHAM COIN CLUB— 24th meeting 
held Tuesday Jan. 21st in the Auditorium of The 
White Dairy Co., 621 So. 27th St., with 12 
members and 2 visitors present. 

This meeting completed our 2nd year of orga- 
nization and we can count it two years of growth, 
not so much in membership increase but a 
wealth of coin and currency knowledge has been 
gained by each and every member. 

.\11 club busine.'S was postponed except plans 
for our annual banquet which will be held in lieu 
of our regular meeting on Feb. 18, 1947 at the 
Molton Hotel. 

.\n election was held to secure officers for 1947 
and the following were elected: W. E. Courtney. 
Pres.; O. B. Hudson. V. Pres.; Mrs. Opal Morris, 
Sec.-Treas. ; and J. C. Faulkner was added to the 
board of Governors. Everyone present pledged 
their support to the new officers. 

Application for membership was received from 
E. V. Ben on and he was elected by a unanimous 
vote. This brings our total membership to 52. 

Only two members have a perfect attendance 
record, they are F. J. Plosser and O. B. Hudson. 
Two others, Mr. and Mrs. J. H. Morris, Jr. have 
missed only one meeting and as this miss was 
caused by their attending the A. N. A. conven- 
tion last the club voted to give them attend- 
ance marks. 

We regret to announce the death of L. A. Reid 
one of our charter members. Mr. Reid was an 
avid collector of U. S. coins and the club feels 
a great sense of loss. 


Displays were; J. H. Morris, uncut sheet of 
$5 silver certificates signed by Julian and Vin- 
son. Complete set of the new Booker T. Wash- 
ington commemorative half dollars; Iowa Cen- 
tennial half dollar. 

Anyone interested in coins or currency will re- 
ceive a hearty welcome at all times. Please 
visit us. 

— O. B. HUDSON, Secretary 


BOSTON NUMISMATIC SOCIETY— The 774th 
regular meeting and 81st annual meeting was 
held January 21st at the Burroughs Foundation, 
Somerset Street, with President Schuhmacher in 
the chair. Thirty-one members were present with 
John B. Campoli as guest. 

Our annual election resulted in President 
Schuhmacher and Treasurer Chell-Frost being re- 
tained, also Horace M. Grant as councilor-at-large. 
Edgar Welti was elected vice-president and Har- 
old E. Whiteneck. secretary. 

President Schuhmacher presented Jesse Klein 
with a silver cup for proposing the most new 
members ( 9 ) during the past year. 

.\rthur S. Dewing, B. N. S. member, was elected 
Pre.'ident of the .\merican Numismatic Society. 

Theme of our next meeting, February 18th, 
will be Encased Postage and Colonial Currency. 

Exhibits: 3 Roman Aes Grave of about 150 to 
250 B. C. by Benjamin Lowenstam. 48 foreign 
half dollar size patterns by Harold E. Whiteneck. 

— HAROLD E. WHITENECK, Secretary 


CHICAGO COIN CLUB — The 336th meeting 
was held February 5th in the Field Bldg., Presi- 
dent 1. T, Kopicki presiding. There were 66 
members and guests present in near zero weather). 

.\nthony Cusentino was elected to membership. 

Messrs. Sheldon, Yoemans, Powills and Sub 
spoke on the subject of National Coin Week. A 
committee will be appointed to promote displays 
and exhibits. 

It was suggested that members expecting to 
attend the Buffalo Convention make request for 
hotel reservations through the Club Secretary who 
should try to get reservations for all Chicago 
members in the convention hotel. 

There was a discussion on Commemorative half- 
dollars, recent and proposed. 

Dr. Reich presented the exhibits. 

Exhibits: 

Mr. Speartone: Fractional Currency Shield. 
Talk re its purpose, storage and resulting damage 
from moisture, etc. 

Mr. Saab: Commemorative gold set. U. S. 
gold t\-pe Set; Unc. Booker T. Washington, S 
mints; San Marino 10 and 20 Lire; 1913 proof 
set; Rumanian gold Set 100-50-25-20-12 %-10 
lei: All of these in individual plastic full-view 
holders. 

Mr. Schulman: Miscellaneous foreign rarities, 
among them a gold oban of Japan; 8 ducats 
Nurenberg; 10 ducats (1687) Netherlands; Holy 
Dollars; 8 ducats Rusda, baptismal; 20 francs 
1935 R Switzerland said to have been made from 
French gold; 10 taler (1574) Brunswick; 20 
yen. Japan; Platinum doubloon; Canadian rari- 
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ties, etc.; Coin Collectors’ Almanac (It’s a 
dandy. — Sec’y) Mr. Schulman gave a very in- 
teresting talk on the above coins and many others 
in his exhibit. 

Mr. Lind; 50 dollar size coins from 50 dif- 
ferent countries. (This is Mr. Lind’s 50th year 
as a collector.) 

Mr. Cahall : Plastic checker and poker chip 
struck from die which is a reproduction of an 
old Turkish coin; Type set of U. S. 3c silver in 
plastic holder. 

Mr. Doak; One dollar bill on Merchants Bank, 
Trenton, N. J. First currency with the portrait 
of Lincoln, dated Nov. 20. 1861; Medal with all 
U. S. presidents from Washington to McKinley; 
Ticket to the Republican National Convention 
June, 1908. Has portrait of Lincoln. 

Mr. Powills: The last 4 medals issued by the 
Societv of Medalists. 

Mr.* Baar: Vatican set of 9 coins. 100 lire to 
5 centisimi. unc. in plush lined box; Belgian 
Congo, 50 francs 194 4, 2 francs 1943, 1 franc 
1944; Spain. 1 peseta 1944 aluminum bronze; 
Greenland, 500 ore, no date, aluminum; Uruguay. 
1 peso 194 2 reduced size. 

Mr. Sheldon: $1 Silver Certificate, freak fold 
when printed, showing six ones on reverse and 
only two on obverse. 

Mr. Ostrander: Elder. Lincoln gold tokens 
1928-1939; Russia, Elizabeth, crown and gold 
rouble — Catherine, crown and gold rouble; Neth- 
erlands, Wilhelmina, 2% gulden and 5 guidon, 
gold; Hungary, crown and 1/6 and 1/12 ducat, 
gold; England. Geo. HI crown. 1/3 and 1/4 
guinea, gold; Philippine set — Murphy, Quezon 
and Roosevelt. 

— EARL C. BROWN, Secretary’ 

COLUMBUS NUMISMATIC SOCIETY — The 
181st regular meeting was held Jan. 13, in the 
Burch Room of Neil House Hotel, Columbus, 
Ohio, at 7:30 P. M. with 32 members and 13 
guests in attentlance. 

Floyd S. Hanby was elected to membership. 
Correspondence was read regarding the National 
Coin week (March 23-29). Also a letter of 
invitation to the Centennial meeting to be 
held Jan. 25 by the Akron Coin Club was read. 
Installation of the newly elected officers was con- 
ducted by Mrs. Cora Henderson. It was prefaced 
bv her presentation covering the history of the 
formation of the A. N. A. and the Columbus 
Numismatic Society. The 194 7 officers installed 
were Burton, President; Warner, vice president; 
Dawson, secretary: Stluka. treasurer; Geiger, 
librarian-curator; Mrs. Henderson, historian. 

Stluka gave a report on the annual dinner 
meeting. It was finally decided that the dinner 
would not be planned but that consideration 
would be given to an exhibit only. Discussion 
w'as held concerning the National Coin Week 
and the following committees were appointed by 
the President to arrange for the Club’s participa- 
tion: Head. Rodecker and Kern. 

Mrs. Henderson stated the members apprecia- 
tion of the good work done by the retiring 
Officers. .\fter an introduction of guests, the 
following members made short talks concerning 
their Exhibits: Geiger, Rodecker .Heaton, Ro- 
their Exhibits: Geiger, Rodecker, Heaton, Ro- 
Abbott. 

— JOHN A. DAWSON, Secretary' 

DETROIT COIN CLUB — The 486 meeting held 
January 2. at the Book-Cadillac Hotel with 
President Curto in the Chair. There were 24 
members and guests present. 

Messrs. Smith, Gardner, Telfer, Master, and 
Brescoll w'ere admitted to membership. 

National Coin Week was discussed and Mr. 
Holmes was appointed chairman of a committee 
to arrange for a public exhibit in one of the 
local banks. 

President Curto appointed Mr. Stehfest chair- 
man of the entertainment committee. 

A discussion was held wdth reference to re- 


suming the two meetings a month as provided 
for in Article I section I of the By-I>aw’s and 
suspended for the duration of war. The majority 
of members seemed to favor two meetings a 
month and President Curto referred same to the 
Board of Governors for their consideration and 
recommendations. 

A discussion was held on the possibilities of 
a medal and other special plans for our 500th 
meeting which could take place this year if 
members should vote to resume the two meetings 
a month. The majority seemed to think that 
this meeting should be commemorated in some 
special way and President Curto referred same 
to the Board of Governors for their consideration 
and recommendations. 

A discussion was held on arrangements for 
our annual banquet and it was dt'cided to held 
same on March 6th.. 194 7 and same was referred 
to Mr. Stehfest of the entertainment committee. 

Mr. Rand read a very interesting and in- 
formative article on tlee sales and purchases of 
gold coins by collectors and others as released 
recently to the Coin Dealers association. 

Mr. * Diemond gave a very inte‘re‘sting digest 
on varie)us items of coinage inclueling the largest, 
smallest, rarest, cheapest, oldest and many other 
items of unusual interest in U. S. A. paper 
money. 

Ali)ert Bartz. Treasurer turned in his annual 
report in duplicate. 

Two sets of the Booker T. Washington com- 
memorative half <lollars of 1946 w’ere turned over 
to Librarian for Club cabinet. 

— KENNETH A. FULTON, Secretary 

HAMILTON COIN CLUB — Regular meeting 
held January 9, at the Y. M. C. A. with Presi- 
dent .Schlichter in the Chair and 1 1 members 
l)resent. Four vi.>-itors attended. 

The folh'wing officers were elected for 1947: 
Presirlent, Fred Schlichter; vice president, Thelma 
Weiland: sncretary-tr<*asurer. Carl O. Schwab; 
board of governors, Wm. Baldridge, and Robert 
Crow’e. 

Otto Gersteiner gave a splendid talk on United 
State's Paper Currency and exhibited many un- 
usual specimens. 

Other exhibits: 

Fred Schlichter: U. S. large cents. 

Dr. Baldridge: U. S. Peace dollars. 

Carl (). Schwab: C'romwell crown of 1658. 

Thelma Weiland: Lincoln cents. 

— CARL O. SCHWAB, Secretary 

HAWTHORNE COIN CLUB — The regular 
meeting was held Friday evening, January 3rd, 
at the Western Electric Company’s Hawthorne 
Works. Chicago, Illinois. There were 39 ra«.*m- 
bers and guests in attendance. 

President Gustafson called the meeting to 
ord<'r promptly at 5:30 P. M. Eight applica- 
tions for membership were read and accepted by 
the Club. 

The President then introduced the speaker of 
the evening, Paul Pennington, of Evanston, 
Illinois. He is a former President of the Chicago 
Coin Club, and is a well known author and 
authority on ancient coinage. His subject was 
“Why CJollect Ancient Coins.” In his talk, he 
discussed the similarities of modem and ancient 
coinage, and also brought out the features of 
ancient coinage which do not appear on the 
coins of today. Mr. Pennington brought to the 
meeting a fine exhibit of ancient coins, which 
he referred to frequently in his talk. The 
members of the Club enjoyed Mr. Pennington’s 
remarks very much, and hope he will return to 
us at some future date. 

— DAVID W. SHEPARD, Secretary 

HEART OF AMERICA NUMISMATIC SO- 
CIETY — The 152nd meeting held at the Bellerive 
Hotel on January 20. 1947, with Ray Janda pre- 
siding in the absence of President and Vice 
President. 
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Twenty-seven members and three visitors were 
present. 

National Coin week announcement was jfiven 
And plans for various displays were placed in 
Fred. Wirthman’s hands a.s Chairman. 

Memberships of Lauretta Han.san and Frank 
H. Korab passed upon and accepted. 

Letter was read by H. Rowold from the St. 
Louis Club about forthcomitiir joint meeting. 

A nice di-play of medals and coins of the world 
by Ray Janda. 

R. M. JANDA. SECRETARY 


LEHIGH VALLEY COIN CLUB — The 89th 
meetinsr <»f the Club was held at Wyckoff’s Recre- 
ation Rooms, Stroudsburg, Pa., January 16, with 
30 members and quests present. The meeting 
was called to order by the Pres. Forrest Smith. 

Three now members were admitted as mem- 
bers and also two applications were received for 
membership. 

Claude Beck from Stone Church was welcomed 
back to the Club having been in the Service. 

Mr. K«‘ller won the door prize of the evening. 

Due to the resisrnation of Arthur Smith as 
President of the Club Mr. Forrest Smith was 
elected to the office for 19-<7. 

Emie Acker is on the sick list at his home 
in Phila. 

Messrs. Keller. Strohl. Lantz and Tucker were 
appointed as a committee to draw up new rules on 
the awarding of prizes for the display of coins. 

The Club appreciated the courtesy of Mr. 
Myckoff for the use of their rooms for the meet- 
ing. 

A fine display of hobbies we had at the meet- 
ing and it was decided to have another hobby 
night again this year. 

— K. LOBB, Secretary 


MADISON COIN CLUB — President Carter cal- 
led the January meeting to order with seven 
members present. 

The following officers were elected for 1947: 
President, Gorden Gill; vice president, Earl 
4I!lauder; secretary, Ray IL Riiiden. treasurer, 
Mrs^ Theo Werder; librarian. Earl Clauder. 

Natioiial Coin Week was discussed and action 
was planned for the February meeting. 

Chas. Happen exhibited and discussed U. S. 
large cents. 

Other exhibits: 

Earl Clauder: Varieties of V. S. large cents. 

Ray Rinden: Sales tax tokens. 

tJorden Gill; Set of Booker T. Washington 
half dollars. 

— RAY IL RINDEN, Secretary 


MILWAUKEE NUMISMATIC SOCIETY — Regu- 
lar meeting held at the Red Arrow Club, Janu- 
ary 17. with President Boeyer in the Chair and 
36 members and two guests in attendance. 

The following officers were installed for the 
coming year: President. Ervin Gerber; vice 
president, W. E. Boeyer; secretary, L. W. Culver; 
treasurer. Arthur Heck; sgt. at arms, Frank 
Schilz. 

Our new Presi*lent. Mr. Gerber, outlined his 
plans for the coming year and for the con- 
tinued growth and success of our organization. 

Exhibits: 

Mr. Kircher: Swedish plate money, 4, 2, 1 
«& daler. 

Mr. Boeyer: Medal of Rittenhouse, first Di- 
rector of the U. S. Mint. 

Mr. Kuebler; Silk money and notgeld of 
Germany. 

Mr. Smith: Gold coins including a square 
mohur of India, a Turkish 25 piastre piece, and 
a Bechtler dollar. 

Mr. Thomas: A Booker T. Washington half dol- 
lar. 


MISSOURI NUMISMATIC SOCIETY— The 92nd 
regular meeting was held on Jan. 13, at Hotel 
Melbourne, St. Louis, Mo., at 8 P. M. President 
trick proided with 24 members and 4 visitors 
pres ‘nt. 

Mr. Summers gave a report on the Booker T. 
Washington commfmorative. He reported that he 
had arranged with the Chippewa Trust Co., for 
25 sets. 

A ictor IL t rick, who has been a collector for 
over 50 years was speaker of the evening. He 
exhibited a part of his very extensive collection 
u showing over 150 album pages, 

the major part of U. .S. coinage, mostiv in un- 
circulated and proof condition. Mr. Frick has 
been collecting since a boy, and in the early part 
of his collecting was able to get many of our 
present day high priced coins at verv interesting 
prices. 

— AL. WICK, Secretary 

OREGON NUMISMATIC SOCIETY — Regular 
meeting held January 13. Aside from the regular 
attendance there were five guests. 

National Coin Week was discussed and plans 
"ere madv* to make public exhibits. 

hour applications for member.ship were re- 
ceived. 

R. Earl Toomey gave a talk on quarter eagles. 
Exhibits: 

Frank Powell: Dollars of the U. S. 

John Slusher: Coins of Ireland. 

Howard Hughes: Siege coins of Europe. Many 
oddities including hat-money of Panang, etc. 

Mrs. W. W. Conger: Medal of the Order of the 
(iarter. 

Paul Christen.-jen : Freaks in U. S. coins in- 
cluding an off-center Morgan dollar. A pack 
saddle coin of Siam. 

— LLOYD L. RUFF, Secretary 

PHILADELPHIA COIN CLUB— The 139th 
regular meeting was held January 21st at 8 
P. M. in the Traffic Club rooms in The Benja- 
min Iranklin Hotel, Phila. President Snyder 
was in the chair and there were 39 members and 
guests present. 

A report of the plans for National Coin Week 
in Phila.. as prepared by the committee Chairman, 
Dr, E. .\rthur Whitney, was presented. A very 
comprehensive program is being pjanned for this 
week. 

David M. Bullowa suggested that the Phila. 
newspapers be asked to pass along any releases on 
coins or coin colhcting to our club or some 
other authority for verification before publication. 
R<*cent artich's have appeared which have been 
gro.ssly misleading as to coin valuations. 

The exhibits follow — 

John .M. Enburg: A large Chinese coin five 
inches in diameter. 

F. J. .Schaefer: An 1844 Formosa silver dol- 
J'ir. .Vn 1805 G(‘orge Washington medal. 

Willard Snyder: An interesting collection of 
Colonial paiMg money. 

D. T, Thompson:' A beautiful 1799 silver 
dollar incased in plastic. 

C. E. "Voung: A series of half dollars from 
1>92 to 1946. 

A. Sipe: A collection of 60 silver dollars of 
North. Central, and South America. 

Wayte Raymond’s book on “The Silver Dollars 
of North and South America.” 

Robert T. Ferris, president of The Phila. 
Electric Coin Clul), invited our group to a special 
coin event on the Saturday of National Coin 
we(‘k, March 29th. We will visit the various 
coin exhibits in the morning, have lunch in The 
Benjamin Franklin Hotel, to be followed by a 
brief meeting in the conference room in The 
Phila. Electric building and an inspection of 
exhibits there and end the afternoon with an 
extensive auction. 

The secretary presented a paper on “Silver 
Dollars of North and South America.” 

—ARTHUR SIPE, Secretary 


— L. W. CULVER, Secretary 
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PHILADELPHIA, NUMISMATIC AND ANTI- 
QUARIAN SOCIETY OF — The annual meeting 
was held at the Union League by invitation of Mr. 
Tatnall and Mr. Norris. Since our last meeting 
our President having died, the members paused 
facing toward the West in memory of Howard 
Longstreth. Vice-President, Lawrence Morris 
called the meeting to order. There were 25 
members present. 

Mr. Noiris introduced Thomas Caskill who 
spoke briefly on Large Cents issued by the United 
States from 1793 to 1857. 

The Curator of Numismatics, Mr. Norris ex- 
hibited a series of bills which had been presented 
to the Society by Mr. Casey and Mr. Price. He 
also showed a number of interesting commemora- 
tive half-dollars recently issued. 

It was moved, seconded and unanimously car- 
ried that when a suitable date should come a 
modal should lie struck in memory of Howard 
Longstreth. The Historiographer, Mr. Reilly, 
spoke briefly about both Mr. Longstreth, and our 
late Vice-President Mr, Norton. It was mo\'ed, 
seconded, and unanimously carried that Mr. Reilly 
and the Secretary should prepare a suitable 
memorial for each of those deceased. 

Mr. Castor reported for the Publication Com- 
mittee in regard to certain final bills contracted 
in the publication of our recent book. He recom- 
mended that copies now in his hands and in the 
hands of the Secretary be retained for future 
members or other special requests. 

Mr. Davis reported for the Program Commit- 
tee in regard to tentative plans for future meet- 
ings. He was asked to continue his fine work 
for the remainder of the present year. 

Mr. Stokes nominated Mr. Starr for member- 
ship in the Society. Mr. Reilly presented the 
report of the Nominating Committee which is 
attached to these minutes. The Secretary was 
instructed to cast a unanimous ballot for the 
officers and committee nominations. This was 
done after which Dr. Odgers took the chair as 
the new President. After a few brief remarks, 
he called on Mr. Tatnall to introduce the speaker 
of the evening. 

The Society then listened to an interesting ad- 
dress by Mr. Bui Iowa after which a vote of 
thanks was given to our speaker and also to our 
hosts. 

— M. WISTAR WOOD, Secretary 

RICHMOND COIN CLUB — The sixty-sixth 
regular meeting was held at 8 P. M. Wednesday, 
January 8, 194 7 at the home of Mr. & Mrs. 
0. L. Lewis, 421 North Boulevard, Apt. 10. 
Five members were present. 

The President, Mrs. Helen O. Lewis, called the 
meeting to order and after transaction of regular 
business, had the Auditing Committee present its 
formal report for 1946, which was approved. She 
then formally installed the elected officers for the 
current year ! 947 who are as follows: President, 
Mrs. Helen G. Lewis; vice-president, C. H. R. 
Howe; secretary, James A. Johnson, Jr.; treasurer, 
O. L. Lewis. 

Mrs. Lewis announced that the Governing 
Board had met in December and had proposed a 
number of Amendments to the Constitution of 
the Club, These were read and discussed fully. 
Mr. Howe remarked, in his usual humorous man- 
ner, that from the number of Amendments pro- 
posed, the Constitution seemed to be in danger 
of undergoing a vivisection. Mrs. Lewis e.x- 
plained, however, that most of the Amendments 
were for clarifying the language of the present 
Constitution rather than changing any of the 
basic premises. The Amendments were ordered 
tabled until our regular February meeting when 
a vote will be taken. 

The program was in the form of a “COIN 
QUIZ” presented by Mr. Howe. His questions, 
although covering fundamental subjects, made 
each member dig deeply into his stock of half- 
forgotten numismatic data in order to answer cor- 
rectly. It was indeed a refreshing and education- 
al program. It is hoped that in the near future 


Mr, Howe will give us another opportunity for 
a real numismatic workout. 

The meeting resolved into the usual open house 
di. cussion of coins and coin lore in which all 
members present participated. Thus much infor- 
mation on current coinage was exchanged and 
many specific individual questions were answered. 

Mr. Haynes exhibited silver dollars of 1798, 
1803 and 1845, as well as a series of proof 3c 
nickel pieces. 

Mr. Gillette exhibited the Booker T. Wash- 
ington and Iowa State Centennial commemora- 
tive half-dollars. 

— JAMES A. JOHNSON, JR., Secretary 


ROCHESTER NUMISMATIC ASSOCIATION— 
The 780th Regular Meeting was held on Febru- 
ary 4, with President Frank Eichorn presiding. 
Sixteen members and six visitors were present. 

Walter R. Shaver was declared a regular 
elected member. 

Reports were made by Messrs. Pittinger, Pitt- 
man, Newell, and Cady respecting the Library, 
the Program, the Coin Collection, and the 
Thirty-Fifth Anniversary Banquet. 

A report on Coin Week Activities was made by 
Cniarles Foster, and all were urged to get ex- 
hibits ready for this coming event. 

Edward Meinhart reported on the formation of 
a Junior Numismatic Club in Rochester. This 
junior group, under tlie auspices of the R. N. A., 
has been organized with help and publicity from 
the local radio stations, newspapers, and schools. 
Five of the visitors present at the meeting were 
members of this junior group. 

A motion was unanimously adopted that the 
Association purchase the complete set of the 
American Journal of Numismatics, and that the 
Library Committee be empowered to carry out 
the resolution. 

It was pointed out that one hundred and 
fifty-six dollars ($156.00) was already available 
in our special fund. This consists of money 
earned on radio programs by members of the 
Association, and it was agreed by all present 
that the purchase of numismatic literature with 
this money was highly desirable. 

Arnold Pittinger made available to the mem- 
bers and visitors present the Booker T, Wash- 
ington Half Dollars at the commission price. It 
was also announced that the Philadelphia Mint 
Booker T. Washington coin could be obtained 
from a local bank at one dollar ($1.00) each. 

John Pittman announced that the Iowa Com- 
memorative half dollars were still available, and 
gave instructions regarding the purchase of this 
coin. 

It was announced that John Pittman had been 
appointed to membership on the Annual As.'^ay 
Commission to meet in Philadelphia on February 
12th and 13th. He was congratulated on being 
named to the commission. 

A program entitled “Small U. S. Cents” was 
given by Arnold Pittinger. Arnold’s talk was 
both informative and entertaining. As a supple- 
ment to the discussion of “Small Cents,” a num- 
ber of plastic slides were projected for the 
benefit of the members so that they could see 
such interesting points as the different placement 
of mint marks on the Lincoln cents and the 1022 
cent with and without the D. A vote of thanks 
was extended to Arnold for his excellent work. 

Following the numismatic portion of the 
program, a thirty minute discussion of “War- 
time Activities Inside Bulgaria” was given by 
Beeser Nikoloff, a U. S. citizen who was bom in 
Bulgaria and who remained in that country dur- 
ing the entire course of the war. Besides his 
discussions of life in Bulgaria, Nikoloff showed 
many ancient Greek and Byzantine coins that had 
been dug up in Bulgaria. 

Exhibits were: 

Charles Foster: Numismatic jewelry, con- 

sisting of ear-rings, cuff-links, and a brooch 
made of arold dollars. 

John Pittman: Complete set of Indian Head 
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and Fl\'ing Eagle Small Cents. Complete set 
(lacking 1923-5, 1924-s, and 192G-S) of Lincoln 
cents. Complete set of proof nickel three-cent 
pieces. 

— J. J. PITTMAN, Secretary 

SEATTLE COIN CLUB — The Annual Banquet 
was held in the Venetian Room of the Ilotel 
Cowman Thursday evening, January 30th with 
65 members and guests present. Stephen Bibler 
was Master of Ceremonies and first called upon 
retiring President John Haberlin to sing his 
Swan Song. The new Standard Catalogue of 
U. S. C!oins was presented to retiring Secretary 
B. A. Talmadge in appreciation of his work. 

New officers were installed by Paul Fouts, who 
helped organize the club eleven years ago. 
New officers are as follows: President, Bert 
Magner; vice-president, John Haberlin; secre- 
tarj-, Mrs. D. Dee DeNise; treasurer, Howard 
Glickert. 

Seven extemporaneous talks on some phase of 
coin collecting followed, the applause meter show- 
ing that the prize be awarded W. E. Daniel for 
his talk on Occupational Currency. His prize 
was “Coins of the Popes.” A lottery was con- 
ducted at twenty five cents a chance, and six 
Coin Almanacs were won by Chris Peterson, 
M alter Rue, Stephen Bibler, John Haberlin, 
Horace Oliver, and Mrs. Mills. 

First prize in the exhibit section was won by 
Mrs. DeNise who presented a map of the world 
with an uncirculated or unusual copper coin 
placed on 125 different countries, and entitled 
her exhibit “Around the World on a Copper.” 
Honorable mention to Paul Fouts for his pattern 
coins and Widow’s Mites, and to Howard Glick- 
ert for his Freak Coin display. 

Two sound films released by the U. S. Treas- 
ury Dept, on the engraving of Notes and Counter- 
feiting were enjoyed by the group. 

Before the auction at the close of the banquet, 
each guest was invited to untie one of the bright 
cellophane flowers from the gay little trees 
around the tables. In each flower was wrapped 
a foreign coin of small denomination, completely 
refuting the old adage that “Money doesn’t 
grow on trees.” 

— (JENE DeNISE, Secretary 

THE NEW YORK NUMISMATIC CLUB — 
January 10, 194 7 regular meeting. J. H. Spray, 
President, presiding. Nineteen members and 
three guests were present. 

Topics for the evening: United States 

Quarters 1838-1891; Coins of the French 
Colonies, and New .\cquisitions. The following 
exhibits were made: 

Mr.^ & Mrs. F. J. Katen: Coins of the French 
Colonies, including a 1 franc piece in aluminum 
bronze of French Africa dated 1944; a 1 tical 
piece of Cambodia 1787; a copy of the most 
complete work on French Coins' and her Col- 
oni«‘s 1761-1942 by Andre Barrv. 

H«'rbert J. Erlanger: Ducat,' taler and half 
taler of Halle in Swabia 17 77; ducat, taler, 
half-taler and quarter-taler of Nuremberg 1765 
<fc 17 66; taler of Ratisbon (Regensburg) 1766; 
all engraved by Johann Leonhard Oexlein of 
Nuremberg, and in uncirculated or proof con- 
dition. 

J. H. Spray: Exhibit of Quarters showing 
variations of type between 1838 and 1891. In- 
cluding an 1838, 1840-0 no drapery; 1840-0 
drapery; 1853 no arrows; 1853 arrows; 1855- 
S; 1866 first year with motto; 1878 CC and 
1891-0 the only year of this variety coined at 
New Orleans. 

\ ernon L. Brown : Italy — Prisoner of War 
Concentration Camp Currency, 1 lire; Society 
Islands notes — 1 franc, 50 centimes 194 3. 

Mrs. John Francis: 194 0 proof set; 1941 proof 
set. 

John Francis; Booker T. Washington commem- 
orative SU; U. S. Silver Dollars 1863 and 
1870 CC. 

E. T. English: Coins of French Colonies; 
Iowa commemorative $ ^/> . 


O. T. Sghia: Miscellaneous collection; French 
Colonies; quarter 1853 over 1852. 

W. R. Carpenter: Barter Unit issued by 

Headquarters Command Center, Frankfort, Ger- 
many; Three coins issued by German Nazi 
Govt, for Litzmannstadt; Ghetto at Lodiz, 
Poland; Briti h War Medals; Punjab, Bar Chili- 
anwaler; Egypt, no date. Bar Suakin 1885; 
Queens Sudan 1896-8; Natal Gov’t, for Zulu 
War Bar 1906. 

Leonard Kusterer: Booker T. Washington 

Memorial from all three mints, 1946. 

Damon G. Douglas: Place card from Rochester 
Numismatic Society 35th Annual Banquet with 
replicas of cents of 1912 and 1947. 

Mrs. Damon G. Douglas: Peace Medal of 
Washington; ^ dollar California gold with 
Washington butt. 

Dave Bullowa: Tunis 1939 10 francs; Japan — 
three inch silver seal with pagoda design, in 
original case. 

Edward H. Converse: Coins from the follow- 
ing French Colonies: Morocco, 'Tunis, Indo- 
china, S>Tia, Lebanon, Guadeloupe, Martinique, 
Madagascar, Grand Comorros, Camtmdia, Isle of 
France, French Equatorial Africa, Cameroons; 
French pieces of Chas. X. and Louis Philippe for 
Colonies. 

Bradford Babbitt: Potosi cobs — Lima, 2 es- 
cudos; Mexican provisional Oaxaca 1915 rec- 
tangular. 

The applications of Bradford Babbitt and Paul 
H. Wittlin were voted upon and both were 
unanimously elected to membership. 

The Executive Committee suggested the fol- 
lowing topics for the February meeting: United 
States Quarters 1892-194 7; Numismatic items 
pertaining to Lincoln and Washington; World 
\yar II. Issues of Europe, and New Acqui- 
sitions. It was regularly moved and seconded 
that these be the topics for the February meet- 
ing. 

R. P. Pramm of Puerto Rico was welcomed as 
a guest and spoke of his numismatic activities 
on the Island. 

— 1 ERNON L. BROWN, Secretary-Treasurer 


WASHINGTON NUMISMATIC SOCIETY — The 
regular meeting was held at the U. S. National 
.Mu'Cum on Monday, January 6, with President 
Jones presiding. Thirty three members and fifteen 
visitors were present. 

The regular order of business was suspended 
for the convenience of the speakers for the even- 
ing. Mr. Bouck and Mr. Murphy of the United 
States Secret Service spoke and showed movies 
on the subject, “Know Your Money.” The 
speakers also displayed an interesting exhibit of 
genuine and counterfeit U. S. paper money and 
coins. On conclusion of the program the regu- 
lar order of business was resumed. 

Commander Nettleship of the U. S. Navv was 
welcomed back to the Club on completion of his 
military service. The Commander spoke briefly of 
his experiences in visiting several numismatic 
clubs throughout the country'. 

-'Ir; Weikert made an oral report on the manner 
of distribution of recent commemorative coin 
issues. 

Mr. Leachman read a letter from the General 
Chairman for the observance of National Coin 
\\ eek as sponsored by the American Numismatic 
Association, requesting the Society’s cooperation 
in this event. 

President Jones announced the appointment 
of the following committees; 

Auction; Mr. Charles McCormick; Chm., Mr. 
Hepner, Mr. Englehardt. Membership: Mr. Roth- 
well. Chm.. .Mr. Mueller. Mr. Rubin, Mr, Hepner, 
Mr. Cullen. Program: Mr. Weikert. Chm., (3ol. 
Seigler, Col. Newton, Mr. Vanderwende. History: 
Mr. Hodge, Chm., Mr. Leachman. Banquet: Mr. 
Rothwell, Chm. National Coin Week — Mr. 
Leachman and Mr. Weikert. 

— CAPT. 0. H. DODSON, USN, 

Secretary-Treasurer. 
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WASHINGTON NUMISMATIC SpCIETY— The 
regular meeting was held at tlie U. S. National 
Museum on Monday, 3 February, with President 
Jones presiding. Twenty-three members and 
ten visitors were present. 

The Society decided not to hold a banquet at 
this time. 

The President announced with regret Uiat our 
esteemed member, F. E. Hodge was injured in 
an accident and was in Emergency Hospital. 

Mr. Leachman announced that plans for the 
Club auction to be held on March 10th were 
progressing. 

The Club adopted a resolution requiring all 
members having items for auction to give the list 
of such items to the Auctioneer, Charles Mc- 
Cormick, not later than 3 March, next. 

The meeting was then turned over to Mr. 
Weikert, the Chairman of the Program Commit- 
tee. Mr. Weikert presented Shirley Leachman 
who spoke on “The Coins of the British Posses- 
sions.” Mr. Leachman used a large map of the 
world and an interesting exhibit of British coloni- 
al coins to illustrate his talk. 

Mr. Weikert then called upon C. J. Bates 
who spoke briefly on various aspects of auction 
sale catalogues and on the desirability of older 
collectors giving young collectors good advice. 

The President then called on Kalgan Shih, a 
Chinese numismatist on a trip to this country, 
who was a visitor at the Club. Mr. Shih 
promised to exhibit part of his collection at the 
Club’s next meeting. Mr. Shih also referred 
to the current high prices of coins, saying he 
feared it would discourage many potential col- 
lectors. 

— CAPT. O. H. DODSON, USN, 

Secretary -Treasurer 

WESTERN PENNSYLVANIA NUMISMATIC SO- 
CIETY — The regular monthly meeting was held 
February 4, 1947 in the Russian Room of the 
Cathedral of Learning of the University of Pitts- 


burgh with Sidney K. Eastwood presiding. Eight 
members were present. Hans M. F. Schulman was 
a visitor. 

Exhil)its were as follows; 

Hans M. F. Schulman: Miscellaneous coins, 
platinum doubloons of Columbia. Canadian 
proofs in their original cases; 10 talers 1574 
Brunswick-Luneburg, Celtic ring money; New 
South Wales half dollars; Maria Teresa dollars; 
Large Japanese oban and others. 

Meyer Goddy: Washington Medal, obv. — God 
and Country, Rev. — Lords Prayer, Lincoln cent 
194.') — double shoulders. 

William C. Piper: Washington and Lincoln 
medals. 

William W. Woodsids: 9 medals and tokens of 
Lincoln; 19 coins of British East Africa. 

Sidney Eastwood: 2 Lincoln and 2 Wash- 

ington ‘medals; silver Certificates with Wash- 
ington and Lincoln portraits. 

John S. Kachmar: Fractional Currency -with 
Washington and Lincoln portraits. 

— JOHN S. KACHMAR, Secretary 

WICHITA COIN CLUB — The Fourth Meeting 
was held at the Y. M. C. A. on Thursday Even- 
ing, January 16th. By-Laws for the local Club 
were presented and read by Lewis Reagan, and 
unanimously accepted. Lewis Reagan, General 
Secretary of A. N. A. announced that the Orga- 
nization* is giving two prizes for best article in 
The Numismatist; First prize $100 cash and a 
silver medal, second prize $50.00 cash and a 
bronze medal. 

At February meeting arrangements are to be 
made for local members to show exhibits during 
National Coin Week, March 23 to March 29. 

There are eighteen Charter Members of the 
Wichita Coin Club and General Secretary, Mr. 
Lewis M. Reagan was given the honor of being 
Charter Member number One. 

— C. B. EDWARDS, Secretary 



ANOTHER LIBERATION MEDAL OF LUXEMBOURG 


From Aloyse Schmit, 31 Route d’Esch, Luxembourg, comes another medal 
struck to commemorate the Liberation of Luxembourg. The first one which, 
came to our attention was illustrated on page 770 of the July, 1946, issue of 
The Numismatist. 

This second medal is struck in bronze and is 40 mm in size. The obverse 
shows the arms of the Grand-Duchy and the legend; LIBERATION VU 
LETZEBURG (in Luxbg idiom or dialect) and the date, 10, 9, 1944. The 
reverse shows the helmeted head of a United States soldier. At the trun- 
cation of the neck is the signature of the artist. FRITZ. 


